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FIRST  SUPPLEMENT  TO  STATE  WATER  RESOURCES  BOARD 
BULLETIN  NO.  11,  "SAN  JOAQUIN  COUNTY  INVESTIGATION" 

This  first  supplement  to  State  Water  Resources  Board 
Bulletin  No.  11,  "San  Joaquin  County  Investigation",  June,  1955, 
has  been  prepared  in  accordance  with  the  terms  of  two  separate 
cooperative  agreements.   The  first  agreement,  dated  October  1, 
1953,  between  the  State  Water  Resources  Board,  the  County  of  San 
Joaquin,  and  the  Department  of  Public  Works  of  the  State  of  Cali- 
fornia, acting  through  the  agency  of  the  State  Engineer,  pre- 
scribed the  collecting  of  basic  hydrologic  data  from  the  fall  of 
1953  through  the  spring  of  195^  in  the  Calaveras  and  Littlejohns 
Units  of  the  San  Joaquin  Area.   The  second  agreement,  dated 
October  1,  1954,  between  these  same  state  agencies  and  the 
Stockton  and  East  San  Joaquin  Water  Conservation  District,  pre- 
scribed the  collecting  of  basic  hydrologic  data  from  the  fall  of 
1953  through  the  spring  of  1955  in  the  Calaveras  Unit.   Copies  of 
these  agreements  are  included  as  an  appendix  to  this  supplement. 

This  report  also  contains  a  compilation  of  depths  to 
water  measured  at  wells  in  the  San  Joaquin  Area  from  the  fall  of 
19^7  through  the  spring  of  1953,  comprising  Appendix  E  to  Bulle- 
tin No.  11  and  Table  1  to  this  supplement.   Table  2  presents 
records  of  depth  to  ground  water  measurements  in  the  Calaveras 
Unit  from  the  fall  of  1953  through  the  spring  of  1955,  and  Table  3 
is  a  compilation  of  depth  to  ground  water  measurements  in  the 
Littlejohns  Unit  in  the  fall  of  1953  and  the  spring  of  195^-. 
Partial  and  complete  mineral  analyses  of  ground  water  in  both  the 
aforementioned  units  are  contained  in  Tables  4  and  5,  respec- 
tively. 
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Runoff  records  from  principal  streams  in  the  San  Joa- 
quin Area  are  published  in  the  annual  "Report  of  Sacramento-San 
Joaquin  Water  Supervision",  a  publication  of  the  Division  of  Water 
Resources.  Data  in  that  report  includes  runoff  of  the  Calaveras 
River  at  Jenny  Lind,  Calaveras  River  at  Bellota,  Calaveras  River 
near  Stockton,  Mormon  Slough  at  Bellota,  Stockton  Diverting  Canal 
at  Stockton,  Littlejohns  Creek  at  Farmington,  Duck  Creek  at  Farm- 
ington,  Duck  Creek  near  Stockton,  Lone  Tree  Creek  near  Manteca, 
Tempo  Creek  near  Manteca,  and  French  Camp  Slough  near  French 
Camp.   Other  data  published  include  diversion  quantities  from  the 
Calaveras  River,  Mormon  Slough,  and  Stockton  Diverting  Canal,  as 
well  as  complete  mineral  analyses  of  water  samples  obtained  from 
the  Calaveras  River  at  Jenny  Lind.  Additional  hydrologic  data 
are  set  forth  in  Water  Quality  Investigations  Report  No.  7  of  the 
Division  of  Water  Resources,  entitled  "Quality  of  Ground  Water  in 
the  Stockton  Area,  San  Joaquin  County",  1955. 

The  wells  at  which  measurements  were  made,  or  water 
samples  obtained,  during  the  period  from  the  fall  of  1953  through 
the  spring  of  1955,  are  delineated  on  the  plate  entitled  "Loca- 
tion of  Wells  and  Stream  Gaging  Stations  in  Calaveras  and  Little- 
johns Units",  following  page  115  of  this  supplement. 

The  well  numbering  system  now  in  general  use  by  the 
Division  of  Water  Resources  corresponds  to  that  utilized  in  Cali- 
fornia by  the  United  States  Geological  Survey.  This  system  in- 
dicates the  location  of  wells  according  to  township,  range,  and 
section.   Under  this  system  each  section  is  divided  into  40-acre 
plots  which  are  lettered  as  follows: 
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B 
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E 
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G 

H 

M 

L 

K 

J 

N 

P 

Q 

R 

Within  each  4o-acre  plot  wells  are  numbered  serially. 
Thus,  well  2N/7E-36K2  is  the  second  well  located  within  the 
NWl/4  of  the  SEl/4  of  Section  36  in  Township  2  North,  Range  7 
East,  Mount  Diablo  Base  and  Meridian. 

The  lettering  within  the  section,  as  shown  in  the  fore- 
going diagram,  differs  from  that  shown  on  page  39  of  Bulletin 
No.  11.   All  well  numbers  used  in  this  supplement  have  been 
changed  to  conform  with  the  system  described  above. 
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TABLE  1 

DEPTHS  TO  GROUND  WATER  AT 
MEASUREMENT  WELLS  IN  SAN  JOAQUIN  AREA 


(Appendix  E  to 
State  Water  Resources  Board  Bulletin  No.  11 ) 


TAEIJ  1 

DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

5N/5E-32B1 — Reference  point-top  of  casing,  elevation  0  foot.  0,01  mile  south  of 
Barber  Road,  0,38  mile  west  of  Blossom  Road.  10/19/1*8,  6.0$  1/20/1*9,  5.1;  3/28A9, 
1*.6;  10/17/1*9,  5.0;  11/22/1*9,  5.2;  1/11/50,  l*.3s  3M/50,  3.9;  10/31/50,  1*.3; 
3/28/51,  3.1;  11/15/51,  5.1*;  3/31/52,  2.5;  9/10/52,  3.0;  11/10/53,  h.5;  3/25/53,3.8 

5N/5E-32M1 — Reference  point-top  of  casing,  elevation  2  feet.  0.20  mile  east  of 
Vail  Road,  0.1*5  mile  south  of  Barber  Road,  10/18/1*8,  5.8;  1/20 /h9,   1*.6;  3/28/1*9, 
3.3;  10/17/1*9,  5.6;  11/22/1*9,  6.0;  1/11/50,  i*.6;  3M/50,  3.5;  10/31/50,  6.0; 
3/28/51,  2.9;  11/15/51,  6.2;  3/31/52,  2.2;  9/10/52,  7.8;  11/10/52,  6.3. 

mile 
5N/5E-32R3—  Reference  point-top  of  casing,  elevation  1*.5  feet.  O.Ol/west  of  Blos- 
som Road,  0.65  mile  south  of  Barber  Road,  10/18/1*8,  6.3;  1/20/1*9,  3.9;  3/28/1*9, 
3.7;  10/17 A9,  6.3;  11/22A9,  6.5;  1/11A9,  2.3;  3M/50,  l*.i;  10/31/50,  6.9; 
3/28/51,  1*.6;  11/15/51,  6.3;  3/31/52,  3.9;  9/10/52,  7.8;  11/10/52,  7.8. 

5N/5E-33A1 — Reference  point-top  of  casing,  elevation  9  feet.  East  side  of  Thornton 
Road,  0.03  mile  south  of  its  intersection  with  Barber  Road.  10/19A8,  10.2; 
1/20A9,  9.3;  2/17A9,  9.3  (oper.);  3/28A9,  7.1*;  5AA9,  8.1*;  6/2/1*9,  8.1; 
7/6A9,  8.9;  8/1A9,  9.3;  9/5A9,  9.7;  10/7A9,  10.3;  10/17 A9,  10.5  (oper.); 
11/22A9,  11.1;  1/11/50,  9.6;  2/16/50,  7.5;  3/21/50,  7.7;  5/5/50,  7.9;  6/2/50,  6.U5 
7/5/50,  8.1;  8/3/50,  9.7;  8/31/50,  10.1;  10/2/50,  10.5;  10/30/50,  10.7,  3/27/51, 
$.h;   11/15/51,  10.5;  3/31/52,  5.1;  9/10/52,  9.U5  H/7/52,  8.7;  3/25/53,  8.0. 

5N/5E-33KL — Reference  point-top  of  casing,  elevation  6  feet.  O.U^  mile  west  of 
Thornton  Road,  0.75  mile  north  of  Walnut  Grove  Road.  10/19 A8,  8.1*;  1/21A9,  7.1; 
3/28A9,  6.0;  10/17A9,  8.1*;  11/22/1*9,  8.6;  1/12/50,  6.5;  3/2l*/50,  5.7;  10/30/50, 
8.7;  3/28/51,  1*.7;  11/15/51,  8.7;  l*/l/52,  1*.3;  9/10/52,  (oper.);  11/7/52,  8.2. 

5N/6E-36R1 — Reference  point-slot  in  concrete,  elevation  63  feet.  0.25  mile  north 
of  Liberty  Road,  0.03  mile  west  of  Stockton  Road.  10/20/1*8,  1*2.1;  1/18/1*9,  1*0.1; 
2/18/1*9,  39.1*;  3/30/1*9,  37.7;  8/1/1*9,  1*8.1;  9/5/1*9,  63.3  (oper.);  10/7/1*9,  61. 8 
10/19/1*9,  1*7.2;  11/23/1*9,  1*5.2;  1/9/50,  1*3.7;  2/16/50,  1*1.3;  3/23/50,  1*0.6;  5/5/50, 
1*1.5;  6/2/50,  61.6;  7/5/50,  61.6;  8/3/50,  53.5;  8/31/50,  61*.6;  10/2/50,  63.7; 
11/1/50,  1*8.3;  3/27/51,  39.0;  ll/ll*/5l,  1*7.7;  3/31/52,  38.9;  11/12/52,  50.9; 
3/2l*/53,  1*2.3. 

5N/7E-25H11 — Reference  point-top  of  casing,  elevation  102.6  feet.  East  side  of 
Jacktone  Road,  1.51  miles  north  of  Liberty  Road.  11/25/1*9,  21.3;  3/28/50,  10.1*. 

5N/7E-30N1 — Reference  point-top  of  concrete  curb,  elevation  65.1  feet.  East  side 
of  Stockton  Road,  1.1  miles  north  of  Liberty  Road.  11/23/1*9,  1*6.0;  3/23/50,  35.0. 

5N/7E-32F1 — Reference  point-crack  between  boards,  elevation  72  feet.  0.1*0  mile 
east  of  Central  California  Traction  Company  Railroad,  0.55  mile  north  of  Liberty 
Road.  10/25A8,  1*7.7;  1/21/1*9,  1*1.5;  3/31/1*9,  37.9;  10/19/1*9,  1*7.1*;  11/23/1*9, 
1*5.9;  1/12/50,  1*1*.6;  3/29/50,  1*0.6;  11/2/50,  51.7;  5/27/51,  1*8.5;  11/16/51,  51.8; 
l*/2/52,  1*5.1;  11/12/52,  51.9;  3/26/53,  1*7.5. 


DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 

WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 

Measurements  Made  by  Division  of  Water  Resources 

(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-34G1 — Reference  point-hole  in  pump  base,  elevation  89  feet.  0.28  mile  west 
of  Sowles  Road,  0.52  mile  north  of  Liberty  Road.  10/25/48,  48.1;  1/21/49,  47.0; 
2/17/49,  46.8;  4/4/49,  46.0;  5/3/49,  47.8;  6/2/49,  49.4;  7/1/49,  53.0  (oper.); 
8/2/49,  50.2;  9/1/49,  51.5;  10/3/49,  51.7;  10/19/49,  51.6;  11/23/49,  50.4;  1/10/50, 
4^.4;  2/16/50,  48.6;  3/29/50,  37.9;  5/30/50,  51.4  (oper.);  6/29/50,  52.3;  8/l/50, 
64.0  (oper.);  10/2/50,  54.0;  11/2/50,  52.7;  3/27/51,  47.7;  11/16/51,  52.6;  4/3/52, 
48.1;  11/12/52,  54.7;  3/26/53,  51.8. 

5N/7E-35G1 — Reference  point-hole  in  pump  base,  elevation  91  feet.  0.50  mile  west 
of  Elliot  Road,  0.51  mile  north  of  Liberty  Road.  10/22/48,  52.6;  1/21/49,  50.1; 
3/31/49,  49.0;  10/21/49,  60.0;  11/18/49,  54.1;  1/10/50,  52.6;  3/23/50,  52.9;  11/2/5C 
56.3;  3/27/51,  53.1;  11/16/51,  56.5;  4/2/52,  51.8;  11/5/52,  55.4;  3/24/53,  54.2. 

5N/3E-11J1 — Reference  point-slot  in  concrete,  elevation  145  feet.  0.45  mile  north 
of  southeast  corner  of  section,  0.13  mile  west  of  east  line.  11/19/48,  53.5; 
1/17/49,  56.6;  4/14/49,  57.3;  10/19/49,  53.0;  11/28/49,  52.8;  1/10/50,  52.7;  3/29/5C 
52.1;  11/1/50,  55.1;  3/30/51,  52.5;  11/13/5L,  54.9;  11/13/52,  58.8;   3/24/53,  53.6. 

5N/SE-14EL — Reference  point-top  of  casing,  elevation  146  feet.  0.25  mile  south  of 
Dry  Creek,  0.04  mile  east  of  road  to  Forni  Ranch.  10/25/48,  57.1;  1/27/49,  57.6; 
3/30/49,  57.2;  10/18/49,  58.6;  11/18/49,  58.6;  1/10/50,  58.3;  3/29/50,  58.2;  ll/±/5C 
61. A;  3/29/51,  59.6;  11/13/51,  60.5;  4/2/52,  59.5;  11/5/52,  62.1;  3/24/53,  60.5. 

5N/85-15P1 — Reference  point-slot  in  casing,  elevation  140  feet.  0.50  mile  south  of 
Dry  3reek,  0.38  mile  northeast  of  southwest  corner  of  section.  1/25/49,  62.2; 
3/30/49,  61.4;  10/18/49,  63.6;  11/18/49,  63.9;  1/10/50,  64.2;  3/29/50,  63.5;  11/1/5C 
69.1;  3/29/51,  67.7. 

5N/8S-21E2 — Reference  point-hole  in  base,  elevation  120  feet-  0.55  mile  south  of 
Dry  Creek,  0.38  mile  southeast  of  northwest  corner  of  section.  10/25/48,  74.6; 
1/27/49,  59.9;  3/30/49,  58.6;  10/18/49,  62.2;.  11/18/49,  61.8;  1/10/50,  61.4;  3/29/5< 
61.1;  11/1/50,  64.O;  3/29/51,  62.2;  11/13/51,  64.4;  4/2/52,  63.2;  11/5/52,  67.6; 
3M/53,  64.6. 

5N/8E-22Q1 — Reference  point -hole  in  floor,  elevation  207.4  feet.  1  mile  north  of 
end  of  Mackville  Road.  11/26/34,  133.2;  11/9/36,  133.9;  11/5/37,  130.8;  1/13/39, 
133.5;  1/22/41,  136.5;  11/8/47,  133.8;  12/15/48,  136.2;  12/8/49,  136.4;  11/1/50, 
138.4;  11/28/51,  153.1;  1V5/52,  149.7;  3/24/53,  143.1. 

5N/8E-3QA1 — Reference  point-hole  in  base  of  pump,  elevation  112  feet.  0.20  mile 
west  of  Dry  Creek  Road,  0.05  mile  north  of  Prouty  Road.  10/22/48,  60.7;  1/24/49, 
51.5;  2/17/49,  49.4;  3/30/49,  50.5;  5/4/49,  53.1;  1/6/49,  53.5;  8/2/49,  55.0  (oper.' 
9/5/49,  58.5  (oper.);  10/7/49,  60.2  (oper.);  11/23/49,  49.9;  1/12/50,  49.1;  2/16/50 
50.6;  3/28/50,  50.4;  5/4/50,  52. 1;  8/3/50,  48.5;  8/31/50,  50.4;  '10/4/50,  50.1; 
11/1/50,  48.9;  3/27/51,  30.9;  11/16/51,  61.4;  4/2/52,  26.4;  11/13/52,  45.2;  3/24/53 
38.8. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

5N/8E-31Q1 — Reference  point-top  of  casing,  elevation  118  feet.  0.57  mile  east  of 
Jack  Tone  Road,  north  side  of  Liberty  Road.  10/25/48,  69.5;  1/24/49,  67.8;  2/17/49 
67.4;  3/30/49,  67.1;  6/6/49,  72.4;  7/6/49,  74.2;  8/2/49,  75.5;  9/5/49,  74.2;  10/7/2. 
74.0;  10/18/49,  73.9;  11/23/49,  70.9;  1/10/50,  68.1;  2/16/50,  69.0;  3/28/50,  .68.9; 
5/4/50,  73.2;  5/30/50,  82.0  (oper.);  7/5/50,  84. 1  (oper.);  8/3/50,  78.0;  1/31/50, 
78.2;  10/4/50,  83.7  (oper.);  11/1/50,  77.9;  11/15/51,  78.2;  4/2/52,  70.4;  11/13/52. 
84.3;  3/24/53,  74.9. 

5N/8E-32JQ. — Reference  point-top  of  casing,  elevation  145  feet.  1.10  miles  north  oi 
Dry  Creek  Road,  0.02  mile  east  of  Prouty  Road.  10/22/48,  85.0;  1/24/49,  84. 0; 
2/17/49,  83.8;  3/30/49,  83.3;  5/4/49,  84.9;  6/6/49,  86.0;  7/6/49,  87.0;  8/2/49, 
88.7;  9/5/49,  88.1;  10/7/49,  88.3;  10/18/49,  88.4;  11/18/49,  88.7;  1/10/50,  88.6; 
2/16/50,  85.9;  3/28/50,  87.7;  5/4/50,  88.2;  5/30/50,  88.2;  7/5/50,  89.7;  8/3/50, 
90.4;  8/31/50,  91.0;  10/4/50,  91.0;  11/1/50,  92.0;  3/27/51,  86.4;  11/16/51,  90.3; 
4/2/52,  87.4;  11/13/52,  93.7;  3/24/53,  96.8. 

5N/8E-32R1 — Reference  point-top  of  casing,  elevation  162.9  feet.  North  side  of 
Liberty  Road,  0.99  mile  east  cf  Dry  Creek  Road.  11/23/49,  108.2;  3/28/50,  107.3; 
11/1/50,  111.1;  3/29/51,  105.7;  11/19/51,  108.9;  4/2/52,  109.8;  11/13/52,  115.7; 
3/24/53,  111.1. 

5N/8E-34C1 — Reference  point-top  of  casing,  elevation  212.3  feet.  1.0  mile  north  of 
Liberty  Road,  300  feet  west  of  Mackville  Road.  11/12/29,  135.5;  10/22/30,  140. 0; 
12/8/31,  140.0;  11/21/32,  140.3;  12/27/33,  145.0. 

5N/8E-34N1 — Reference  point-top  of  pit  curb,  elevation  166.7  feet.  0.4  mile  west 
of  Mackville  Road,  0.1  mile  north  of  Liberty  Road.  11/23/49,  105.8;  3/28/50,  105./. 
11/1/50,  107.7;  3/29/51,  107.1;  11/19/51,  125.4. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1*N/1*E-12H1 — Reference  point-top  of  casing,  elevation  1  foot.  0.25  mile  west  of 
Lamb  Road,  0.70  mile  south  of  Walnut  Grove  Road.  10/18/1*8,  10.1$  1/20/1*9,  3.2$ 
3/28/1*9,  5-6;  10/17A9,  11.0$  3/2l*/50,  7.0. 

l*N/5E-?p2 — Reference  point-top  of  beams  under  pump,  elevation  9  feet.     Southeast 
corner  intersection  on  Thornton  Road,  0.1*  mile  north  of  Walnut  Grove  Road. 
10/18/U8,  10.9$  1/20A9,  8..2$  2/17/1*9,  7.9$  3/28/1*9,  6.7$  5A/1*9,  10.2$  6/2/1*9, 
8.1$  7/6A9,  10.5$  8/1A9,  10.0$  9/5A9,  12.5$  10/7A9,12.6$  11/22/1*9,  9.7$ 
1/11/50,  8.5$  2/16/50,  7.0$  3/2U/50,  7.2$  5/5/50,  9.8$  6/2/50,  9.U$  7/5/50,  11.1*$ 
8/3/50,  13.6$  8/3V50,  11.8$  10/2/50,  11.8$  10/30/50,  11.0,  3/27/51,  5.2$  11/15/51 
10.0,  1+/1/52,  k.l}  9/10/52,  11.2$  11/7/52,  9.1*. 

l*N/5E-3Pl — Reference  point-top  of  casing,  elevation  10  feet.     Southwest  corner  of 
Intersection  of  Walnut  Grove  and  Thornton  Roads.     10/22/1*8,   7.5$  1/20/1*9,  6.7$ 
2/17/1*9,  6.7$  3/28/1*9,  5.6$  5AA9,  6.9$  6/2/1*9,  7.1*$  7/6/1*9,  11.7$  8/1/1*9,  16.9$ 
*/5A9,  8.5$  10/7A9,  8.0$  10/17/1*9,  8.0$  11/22/1*9,  7.6$  1/11/50,  7.1$  2/16/50,  5-1 
3/2l*/50,  6.0$  5/5/50,  7.7$  6/2/50,  8.3$  7/5/50,  8.0$  8/3  /50,  8.9$  8/31/50,  10.1$ 
10/2/50,  9^',  10/30/50,  9.1*$  3/27/51,  5.3$  11/15/51,  9.U$  l*/l/52,  3.9$  9/10/52, 
12.7$  11/7/52,  9.9$  3/25/53,  6.6. 

1*N5E-1*E1 — Reference  point-hole  in  cap  over  casing,  elevation  6  feet.     Northeast 
Qorner  of  intersection  of  Walnut  Grove  and  Blossom  Roads.     10/1 8/1*8,  6.8$  12/13/1*8. 
5.2$  1/20/1*9,  5A$  3/28/1*9,  5.2$  10/17/1*9,  6.7$  11/22/1*9,  7.3$  12/7/1*9,  6.3$ 
1/11/50,  1*.6$  3/2l*/50,  5.7$  10/30/50,  7.0$  11/9/50,  7.1*$  3/27/51,  6:.1$  11/15/51, 
8.0$  11/27/51,  8.1$  3/31/52,  5.1$  9/10/52,  6.8$  11/10/52,  8.8$  3/25/53,  6.5$ 

1*N/5E-1*G1 — Reference  point-base  of  windmill  pump,  elevation  6  feet.     North  of 
Walnut  Grove  Road,  0.1*  mile  west  of  Thornton  Road.     10/23/1*8,  6.6$  1/20/1*9,  1*.9$ 
3/28/1*9,  li.2j  10/17/1*9,  6.8$  11/22/1*9,  6.1*$  1/11/50,  I*. 6$  3/2l*/50,  1*.8$  10/31/50, 
7.3$  3/27/51,  5.0$  11/15/51,  7.5j  3/31/52,  3.9$  9/10/52,  7.5$  11/10/52,  7.8. 

l*N/5E-ljMl — Reference  point-top  of  discharge  flange,  elevation  1*  feet.     0.2  mile 
south  of  Walnut  Grove  Road,  east  side  of  Blossom  Road.     ll/l!*/29,  7.0$  10/23/30, 
5.3$  12/7/31,  8.0$  llA/32,  7.1*$  12/26/33,  6.8$  ll/ll*/3l*,  6.6$  II/6/36,  6.1*$ 
llA/37,  6.3$  1/12/39,  8.2$  1/22/1*1,  6.2$  11/18/1*7,  7.5. 

1*N/5E-5C1 — Reference  point-slot  in  concrete  base,  elevation  3  feet.     0.55  mile 
east  of  Vail  Road,  0.1*  mile  north  of  Walnut  Grove  Road.     10/19/1*8,   8.7$  1/20/1*9, 
7.6$  3/28/1*9,  6.3$  10/17/1*9,  8.1*$  11/22/1*9,  8.9$  l/ll/SO,  $.Si  3/2l*/50,  6.3$ 
10/31/50,  9.0$  3/28/51,  6.2$  11/15/51,  9.2$  3/31/52,  $6)  9/10/52  (Oper.)$  11/10/5^ 
( Oper . ) . 

l*N/5E-5liL — Reference  point-top  of  casing,  elevation  1*  feet.     Southeast  corner  of 
intersection  of  Walnut  Grove  and  Vail  Roads.     10/18/1*8,  7.1$  1/20/1*9,  7.2. 

1*N/5E-8H1 — Reference  point-slot  in  concrete  base,  elevation  1  foot.     0.3U    mile 
west  of  Blossom  Road,  0.75  mile  south  of  Walnut  Grove  Road.     10/18/1*8,  $,$;  1/20/1*$ 
2.8$  3/28/1*9,  3.8$  10/17/1*9,   7.0$  11/22/1*9,  6.5$  1/11/50,  2.5$  3/29/50,  h^i 
11/2/50,  6.6$  3/28/51,  5.0$  11/15/51,  7.7$  3/31/52,  l*.3j  9/10/52,  7.3$  11/12/52, 
7.3$  3/25/53,  1*.7. 
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DEPTHS  TO  GROUND  17ATER  AT  MEASUREMENT. 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

l*N/5E-10Al — Reference  point-top  of  concrete  pit,  elevation  13  feet.     North  of 
corner  of  Walnut  Grove  Road,  0.3  mile  east  of  Western  Pacific  Railroad  crossing. 
10/18/1*8,  11.35  1/20/1*9,  9.9;  3/28/1*9,  8.5;  10/17/1*9,  11.7;  11/22/1*9,  11.1; 
1/11/50,  10.6;  3/2V50,  9.3;  10/30/50,  10.9;  3/28/51,  6.3;  11/15/51,  11. 1*;  l*A/52, 
5.1*;  9/10/52,  9.$i  11/10/52,  10.7. 

1*N/5B-10.£L — Reference  point-top  of  casing,   elevation  7  feet.     0.3  mile  west  of 
Thornton  Road,  0.3  mile  north  of  Beaver  Slough.     10/23/1*8,  6.8;  1/20/1*9,  6.6;  2A7/1*' 
6.2;  3/28/1*9,  5.0;  $/k/k9,  6.3;  6/2/1*9,  6.5.;  7/6/1*9,  6,1*5  8/1/1*9,  6.8;  9/5/1*9,  6.7; 
10/7/1*9,  6.9;  10/17/1*9,  7.1;  11/21/1*9,  7.1;  1/12/50,  7.2;  2/16/50,  U.9;  3/2U/50, 
6.0;  5/5/50,  6.5;  6/2/50,  6.3;  7/5/50,  6.1;  8/3/50,  6.1;  8/31/50,  6.7;  10/2/50, 
6.6;  10/30/50,  6.7;  2/27/51,  S.hi  ll/l5/5l,  7.5;  l*A/52,  i*.7;  9/10/52,  5.8; 
11/7/52,  6.8;  3/25/53,  5.7. 

1*N/5E-1IL1 — Reference  point-top  of  casing,   elevation  13  feet.     0.1*  mile  e'ast  of 
Walnut  Grove  Road  at  Beaver  Slough  Crossing.     10/18/1*8,   9.1*;   1/20/1*9,   8.2;  3/28/1*9, 
5.9;  10/17/1*9,  9.5;  11/22/1*9,  9.9;  l/H/50,  9.7;  3/2l*/5o,  7.7;  10/30/50,  5.6. 

1*N/5E-12N1 — Reference  point-top  of  concrete  pit  at  silver  paint  bench  mark,  ele- 
vation  11*  feet.     North  of  Walnut  Grove  Road,  1.0  mile  west  of  Ray  Road.     10/19/1*8, 
12.8;  1/20/1*9,  10.2;  3/28/1*9,  7.5;  10/21/1*9,  13.8;  11/22/1*9,  11.9;  l/ll/50,  11.3; 
3/2l*/50,  9.3;  3/27/51,  5.0;  11/15/51,  10.2;  l*/l/52,  h.9;  9/10/52,  9.7;  11/10/52, 
9.2;  3/2l*/53,  7.8. 

1*N/5E-13H1 — Reference  point-top  of  concrete  casing  in  pit,   elevation  16.6  feet. 
West  side  of  Ray  Road,   0.65  mile  north  of  Peltier  Road.     10/15/1*8,  11.6;   1/20/1*9, 
8.8;  3/28/1*9-,  6.8;  10/17/1*9,  11.8;  11/21/1*9,  10.6;  1/11/50,  9.75   3/2l*/50,   7.1*5 
10/30/50,  9.35  3/27/51,  1.95  11/1V51,  8.75  3/31/52,  O.85  9/10/52,  8.8;  11/10/52, 
6.8;  3/2l*/53,  3.9. 

1*N./5E-15G1 — Reference  point-top  of  casing,  elevation  11  feet.  0.5  mile  north  of 
Peltier  Road,  0.1*  mile  west  of  Thornton  Road.     10/18/1*8,   8.1;  1/20/1*9,  6.3;  3/28/1*5 
5.9;  10/17/U9,  8.5;  11/22/1*9.  8.2;  1/11/50,  7.9;  3/29/50,  6.9;  3/29/51,  6.7; 
9/10/52,  7*8;  11/12/52,  8.3. 

1*N/5E-15N1 — Reference  point-top  of  casing  at  scratch  mark,   elevation  3  feet.     North 
of  Peltier  Road,  1.0  mile  west  of  Thornton  Road.     10/28/1*8,   3.9;  1/20/1*9,  3.3; 
3/28/1*9,  h6'y  10/17/1*9,  1*.3;  11/22/1*9,  3.8;  1/11/50,  2.5;  3/2V50,  2.5;  11/2/50, 
2.1*;  3/28/51,  1*.6. 

l*N/5E-l6ci — Reference  point-bottom  of  pump  base,  elevation  1  foot.     0.35  mile  east 
of  Blossom  Road,   along  south  levee  of  Beaver  Slough.     10/22/1*8,   3.9;  1/20/1*9,   3.2; 
3/28/1*9,  3.-2;  10/17/1*9,  1*.3;  11/22/1*9,  1*.0;  1/11/50,  3.3;  3/29/50,  3.U;  11/2/50, 
l*.l;  3/28/51,  1*.0;  11/15/51,  h.$;  3/31/52,  hM't  9/10/52,  3.9;  11/12/52,  l*.l; 
3/25/53,   3.6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1+N/5E-22A1 — Reference  point-top  of  casing,  elevation  9.1  feet.     Southwest  corner 
of  intersection  of  Thornton  and  Peltier  Roads.     10/15/U8,  1*.0;  1/20/1*9,  2.9; 
2/17/1+9,  3.3;  3/28/1*9,  3.2;  5/l*/l*9,  U.lj  6/2/1+9,  1*.3;  7/6/1+9,  5.1;  8/2/1+9,  6.0; 
9/5A9,  5.6|  10/7/1+9,  1*.3;  10/17/1*9,  1*.2;  11/22/1*9  3.5;  1/11/50,  3.0;  2/16/50, 
3.lj  3/2V50,  3.3;  5/5/50,  3.9;  6/2/50,  1*.3;  7/5/50,  1*.6;  8/3/50,  5-3;  8/31/50, 
u.8;  10/2/50,  1+.1+;  10/31/50,  2.8;  3/28/51,  3.1;  11/15/51,  l*-8;  3/31/52,  3.5; 
9/10/52,  1+.2;  11/7/52,  3.3;  3/21+/53,  3.5. 

1+N/5E-23Q1 — Reference  point-hole  in  cap,   elevation  11+.2  feet.     0.1  mile  north  of 
Acampo  Road,  0.15  mile  east  of  Thornton  Road.     10/15/1*8,  1+.3;  1/20/1*9,  3.2;  2/17/1*5 
3.1+;  3/29/1*9,  3.3;  5/l*/l*9,  5.1;  6/2/1*9,  5.3;  7/6/1*9,  5.8;  8/1/1*9,  6.2;  9/5/1*9, 
5.6$  10/7/1*9,  5.8;  10/18/1*9,  5.1*;  11/22/1*9,  h.9'f  1/11/50,  !*.!*;  2/16/50,  3.1$ 
3/21+/50,  1*.2;  5/5/50,  5.7;  6/2/50,  ^.9l  7/5/50,  6.0;  8/3/50,  6.8;   8/31/50,  6.0; 
10/2/50,  5.2;  11/2/50,  h.$;  3/28/51,  U.7. 

(+N/5E-21+.DL —  Reference  point-top  of  casing,  elevation  16.1*  feet.     South  side   of 
Peltjer  Road,  0.8  mile  west  of  Ray  Road.     10/15/1*8,  7.7;  1/21/1*9,   7.0;  3/28/1+9, 
5.1;  10/17/1*9,  7.5;  11/22/1*9,  7.1;  1/12/50,  7.8;  3/2l*/50,  5.7;  10/31/50,  5.7; 
3/27/51,  3.5;  11/15/51,  6.9;  3/31/52,  3.7;  9/10/52,  6.0;  11/12/52,  5.9;  3/2U/53,  1*. 

1+N/5E-21+LL — Reference  point-top  of  flange  of  check  valve,   elevation  16  feet.     0.1*5 
mile  north  of  Acampo  Road,  0.65  mile  west  of  Ray  Road.     10/21/1*8,  6.0;  1/20/1+9,  6.< 
3/29/1*9,  !*.!*;  10/18/1*9,  6.1;  11/22/1*9,  5.7;  1/12/50,  6.9;  3/2l*/5o,  5.1;  10/31/50, 
1*.7;  3/27/51,   2.8;  ll/lU/51,  5.8;  it/2/52,  3.9;  9/16/52,  1*.0  (Oper.);  11/12/52,  1+.9 

l*N/5E-3l*HL — Reference  point-top  of  casing,  elevation  1*  feet.     North  side  of  Wood- 
bridge  Road,   1.55  miles  west  of  Thornton  Road.     10/15/1*8,   1+.2;  1/21/1*9,  3.3; 
3/29/1*9,  1*.2;  10/18/1*9,  3.2;  11/22/1*9,  3.3;  1/11/50,  2.5;  3/2l*/50,  3.0;  10/31/50, 
1.9;  3/28/51,  5.3;  11/16/51,  3.1*;  U/l/52,  1*.6;  11/12/52,  3.1;  3/25/53,  l*.l*. 

1+N/5E-36E1 — Reference  point-top  of  casing,   elevation  15  feet.     1.0  mile  west  of 
Ray  Road,  0.5  mile  south  of  Woodbridge  Road.     10/18/1*8,  1*.U;  l/2l/l*9,  U.lj  3/29/1*9, 
2.1+;  10/18/1+9,  3.5;  11/21/1*9,  3-5;  1/12/50,  1*0*3  3/29/50,  2.8;  10/31/50,  3.8; 
3/28/51,  2.3;  11/1U/51,  l*.5s  U/2/52,  2.5;  9/11/52,  3.1;  11/5/52,  3.2. 

I+N/5E-36P1 — Reference  point-top  of  casing,  elevation  19  feet.     0.03  mile  north  of 
Turner  Road,   0.3  mile  west  of  Western  Pacific  Railroad.     10/15/1*8,    7.0;  1/ 21/1*9, 
6.8;  3/29/1*9,  1*.6;  10/18/1*9,   7.3;  11/21/1*9,   7.0;  1/12/50,   7.2;  3/2l*/50,  5.3; 
10/31/50,  6.7;  3/28/51,  3.3;  ll/ll*/5l,  7.6;  U/l/52,  3.9;  9/11/52,  5.U;  11/5/52,  6.1* 

1+N/6E-1D1 — Reference  point-concrete  base,   elevation  1+5  feet.     0.01+  mile  west  of 
U.  S.   Highway  99,  south  side  of  Liberty  Road.     10/29/1*8,  3U.8;  1/18/1+9,  3l*.l*,  . 
3/30/1+9,  30.9;  10/19/1*9,  37.6;  11/23/1*9,  37.8;  1/9/50,  37-5;  3/23/50,  33.9,  10/31/: 
39.3. 

1+N/6E-1F1 — Reference  point-top  of  casiQg,   elevation  58  feet.     0.22  mile  east  of 
U.  S.  Highway  99,  0.3U  mile  south   of  Liberty  Road.     10/20/1+8,   39.3;  3/30/1+9,  39.2; 
10/19/1+9,  1*5.3;  11/23/1*9,  1*5.0;  1/9/50 j  1*1*.!*;  3/23/50,  1*2.1;  10/31/50,  1*6.7; 
3/27/51,  38.1;  ll/ll*/5l,  1*6.5;  3/31/52,  1+0.9;  11/12/52,  1+5.3;  3/21+/53,  1*2.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

UN/6E-3&L1— Reference  point-hole  in  pump  base,  elevation  U8.8  feet.     0.U0  mile 
north  of  Forest  Lake  Road,  0.65  mile  east  of  Sacramento  Road.     11/28/U9,  140.8; 
3/23/50,  33-35  11/1/50,  1*1.3*  3/27/51,  28.1;  11/1U/51,  39.9;  U/2/52,  28.3; 
11/12/52,  39.5. 

UN/6E-5R11 — Reference  point-top  of  casing,  elevation  35. U  feet.     North  side  of 
Forest  Lake  Road,   2.25  miles  west  of  intersection  with  Southern  Pacific  Railroad. 
11/28A9,  29.0;  3/23/50,  26.7;  ll/l/50,  29.3;  3/27/51,   20.6;  ll/lU/5l,  26.6; 
li/2/52,  18.8;  11/12/52,   25.8. 

UN/6E-6N12 — Reference  point-top  of  casing,  elevation  21.0  feet.     765  feet  north 
and  260  feet  east  of  southwest  comer  of  section.     11/28/U9,  18. Us  3/23/50,  15.0; 
11/1/50,  18.5;  3/27/51,  6.6;  ll/lU/51,  16.7;  U/2/52,  6.3;  11/12/52,  15.2. 

UN/6E-7EL1 — Reference  point-top  of  casing,  elevation  27.1.     1,380  feet  west  and 
510  feet  south  of  northeast  corner  of  section.     11/28/U9,  21.2;  3/23/50,  18. 6; 
11/1/50,  21.2;   3/27/51,  10.5;  ll/lU/51,  19.2;  U/2/52,   10.0;  11/12/52,  17.8. 

UN/6E-9P1— Refer ence  point-top  of  casing,  elevation  32.3  feet.     150  feet  north  of 
Jahant  Road,  0.80  mile  west  of  Bender  Road.     11/23/U9,   22.6;  3/23/50,  20.8; 
10/31/50,  22.8;  3/26/51,  15.2;  3/2li/53,  20.6. 

UN/6E-10N2 — Reference  point-top  of  casing,  elevation  39.0  feet.     0.16  mile  east  of 
Bender  Road,  0.07  mile  north  of  Jahant  Road.     U/1/U9,  27.1;  5/2/U9,   26.5;  6/l/U9, 
27.0;  7/1/U9,  U9.2. (Oper.);  8/1/U9,  U9-U  (Oper.);  9/1/U9,  30.8;  10/U/U9,  30.5; 
5/1/50,   27.U;  6/2/50,  UU.5  (oper.);  6/29/50,  UU.l  (oper.);  8/1/50,  32.0;  9/6/50, 
32.3;  10/2/50,  31.6. 

UN/6E-lliCl — Reference  point-northwest  corner  of  pump  base,  elevation  52.7  feet. 
0.32  mile  north  of  Jahant  Road,  0.16  mile  east  of  Southern  Pacific  Railroad. 
10/20/U8,  UU.6;  1/18/U9,  Ul.U;  3/30/U9,  39.2;  10/19/U9,  U6.8;  11/23/U9,  U5.0; 
1/9/50,  U3.U;  3/23/50,  U0.7;  10/31/50,  U6.6;  3/26/51,  39.8;  ll/lU/5l,  UU.9;  3/31/52 
37.7;  11/5/52,  UU.2;  3/2U/53,  37.3. 

LN/6E-12N1 — Reference  point-top  of  casing,   elevation  51  feet.     1.0  mile  east  of 
U.  S.  Highway  99,  north  side  of  Jahant  Road.   ll/lU/29,   25.8;  11/23/30,   27.3; 
12/9/31,  29.0;  11/21/32,  32.6;  12/27/33,   29.5;  11/17/3U,  31.2;  II/6/36,   29.7; 
ll/U/37,  29.3;  l/H/39,  25.7;  l/17/Ul,  29.1;  11/18/U7,  37.5;  12/13/U8,  38. 0; 
12/7/U9,  Ul.3;  11/9/50;  U3.0;  11/28/51,  Ul.U. 

UN/6E-13D2 — Reference  point-hole  in  pump  base,   elevation  $$  feet.     0.12  mile  south 
of  Jahant  Road,  0.81  mile  west  of  U.  S.  Highway  99-     U/U/U9,  Ul.3;  5/2/U9,  U0.8; 
6/2/U9,  U0.9;  7/1/U9,  U8.9;  8/2/U9,  63. U  (oper.);  9/1/U9,  U6.U;  10/U/U9,  U6.3. 

UN/6E-13G1 — Reference  point-hole  in  side  of  pump  base,  elevation  57.0  feet.  0.5 
mile  north  of  Peltier  Road,  0.33  mile  west  of  U.  S.  Highway  99.  10/19/U8,  U5.6; 
1/18/U9,  U2.U;  2/17/U9,  Ul.U;  3/30/U9,  Uo.l;  5/U/U9,  39.9;  6/6/U9,  U0.8;  7/6/U9, 
U6.1;  8/1/U9,  U7.1;  9/5/U9,  U7.1;  10/7/U9,  U5.9;  10/19/U9,  U5.6;  11/23/U9,  WuU; 
1/9/50,  U2.7;  2/16/50,  U1.6;  3/23/50,  U0.7;  5/5/50,  U2.1;  6/2/50,  U3.8;  7/5/50, 
U7.7;  8/3/50,  50.0;  8/31/50,  51.0;  10/U/50,  U8.1;  H/l/50,  U7.0;  3/26/51,  35-7; 
ll/lU/51,  UU.8;  3/31/52,  39.U;  11/5/52,  U3.0;  3/27/53,  38.8. 
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DEPTHS  TO  GROUND  v/ATER  AT  MEASUREMENT 
T/VELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

l*N/6E-ll*El — Reference  point-top  of  casing,   elevation  UU-U  feet.     0.1  mile  west  of 
Sacramento  Road,  0.22  mile  south  of  Jahant  Road.     10/19/1*8,   37. ki  1/19/1*9,   36.1*5 
3/28/1*9,  3U.U;  10/18/1*9,  37.1;  11/23/1*9,  35-9;  1/9/50,  3U.5;  3/23/50,  32.7; 
11/1/50,  38.O5  3/26/51,  30.55  ll/lU/51,  3l*.9;  3/31/52,  29.35  11/5/52,  33.3. 

l*N/6E-ll* Jl — Reference  point-hole  in  pump  base,   elevation  50.1  feet.     0.5  mile 
north  of  Peltier  Road,  1.13  mile  west  of  U.  S.  Highway  99.     10/19/1*8,  i+3-2;  l/l8/lj 
38.3;  3/30/1*9,  36.0;  10/19/1*9,  la. 7;  11/23/1*9,  1*0. 1*5  1/9/50,  38.95  3/23/50,  37.25 
11/1/50,  1*2.95  3/26/51,  36. 15  11/1V51,  1*0.1;  3/31/52,  31*. 15  11/3/52,  39.35 
3/27/53,  3l*.6. 

1*M/6E-15EL--Reference  point-top  of  1-1/2"  pipe,  elevation  1*1.3  feet.     0.55  mile 
west  of  Sacramento  Road,  south  side  of  Jahant  Road.     10/29/1*8,   33.25  l/2l/l*9, 
31.2;  3/28/1*9,   29.25  10/18/1*9,  3l*.05  11/23/1*9,  32.95  1/9/50,  32.0;  3/27/50,  30. I5 
10/31/50,  3U.65  ll/ll*/5l,  31.95  3/31/52,  26.2;  11/5/52,  30.5. 

UN/6E-15I1 — Reference  point-top  of  cement  base,   elevation  39  feet.     0.35  mile  nort 
of  Peltier  Road,   0.5  mile  west  of  Bender  Road.     10/20/1*8,   33.1;   1/25/1*9,    30.3; 
3/28/1*9,  29.0;  10/18/1*9,  32.9;  11/23/1*9,  31.9;  1/9/50,  30. 85  3/23/50,  29.2; 
10/31/50,  33.6;  3/26/51,  25.65  ll/ll*/5l,  30. 65  3/31/52,  25.1;  11/5/52,  29. 1; 
3/2l*/53,  26.1. 

l*N/6E-l£ Cl — Reference  point-plug  hole  in  pump  base,   elevation  33  feet.     South  side 
of  Jahant  Road,   0.57  mile  west  of  Bender  Road.     ll/lU/51,  21.35   3/31/52,  15.1*. 

1*M/6E-17DJL — Reference  point-top  of  flange  of  check  valve,  elevation  16.8  feet.  l.( 
mile  north  of  Peltier  Road,  0.10  mile  west  of  Ray  Road.  10/21/1*8,  11.8;  1/20/1*9,8. 
2/17/1*9,  8.2;  3/28/U9,  6.9;  5A/U9,  8.1;  6/2/1*9,  8.9;  7/6/1*9,  11.8;  8/1/1*9,  13.1; 
9/5A9,  13.1;  10/7/1*9,  12.1;  10/17A9,  11.6;  11/21/1*9,  10.1*;  1/10/50,  9.0;  2/16/50. 
8.0;  3/2l*/50,  7.5;  5/5/50,  8.5;  6/2/50,  9.1;  7/5/50,  11.5;  8/3/50,  23.8  (oper.); 
8/31/50,  13.6;  10/2/50,  11.85  10/30/50,  10.55  3/26/51,  I.05  11/1V51,  8.75  3/31/52. 
-0.55  9/10/52,  8.25  11/5/52,  6.85  3/2l*/53,  5.0. 

1*N/6E-17Q1 — Reference  point-top  of  casing,   elevation  30.0  feet.     0.27  mile  west  of 
Davis  Road,  north  side  of  Peltier  Road.     10/19/1*8,  19.1*5  1/17/1*9,   17.1*5  3/28/1*9, 
16.8;  10/18/1*9,  19.2;  11/23/1*9,  18. 8;  1/9/50,  17.9;  3/23/50,  17.0;  10/31/50,  19.0; 
3/26/51,  10.2;  ll/ll*/5l,  17.5;  3/31/52,  9.1*5  9/10/52,  16.2;  11/5/52,  15.8; 
3/2l*/52,  11*. 1*. 

1*N/6E-18F1 — Reference  point-top  of  concrete  pit,  elevation  23.1  feet.     0.1*5  mile 
east  of  Ray  Road,   0.1*  mile  south  of  Walnut  Grove  Road.     10/21/1*8,   18.8;  l/2l/l*9, 
ll*.9;  3/28/1*9,  13.2;  10/17/1*9,  18..7;  11/21/1*9,  17.2;  1/12/50,  15.7;  3/2l*/50,  11*. 0; 
10/30/50,  16.5;  3/26/51,  8.0;  ll/ll*/5l,  15.2;  3/31/52,  5.8;  9/10/52,  10. l;'  11/5/52, 
12.5. 

1*N/6E-19F1 — Reference  point-bottom  of  pump  base,  elevation  18. 1*  feet.     0.1*  mile 
east  of  Ray  Road,  0.5  mile   south  of  Peltier  Road.     10/l8/l|8,  6,9;  l/2l/l*9,  6.2; 
3/29/1*9,  1*.9;  10/18/1*9,  7.2;  II/21A9,  6.9;  1/12/50,  6.9;  3/29/50,  5.1;  10/31/50, 
6.2j  3/29/51,  1.2;  11/1U/51,  6.0;  3/31/52,  -0.5;  9/10/52,  9.1;  11/10/52,  l*.l*. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  a  reference  point) 

UN/6E-20E1— Reference  point-top  of  casing,  elevation  29.7  feet.     0.15  mile  east 
of  Telegraph  Road,  0.25  mile  south  of  Peltier  Road.     10/21/1*8,   18.5;  1/20/1*9,  16.9s 
2/17/1*9,  16. 85  3/28/1*9,  16.3;  5AA9,  16. hi  6/2/1*9,  18. 2;  7/6/1*9,   20.9;  8/1/1*9, 
21.6;  9/5A9,  19.7;  10/7A9,  18.9;  10/17A9,  18.7;  11/21/1*9,  18.1;  1/11/50,  17.6; 
2/16/50,  17.2;  3/2V50,  16.7;  5/5/50,  16.3;  6/2/50,   28.5  (oper.);  7/5/50,  20.0; 
8/3/50,   20.0;  8/31/50,  18.8;  10/2/50,  17.9;  10/30/50,  17-5;  3/28/51,  10.6; 
11/15/51,  16.6;  3/31/52,  9.5;  9/10/52,  15.2;  11/10/52,  ll*.9s  3/25/53,  13.U. 

4N/6E-20H1 — Reference  point-top  of  casing,  elevation  30  feet.     0.11  mile  west  of 
Davis  Road,  0.1*9  mile  south  of  Peltier  Road.     l*/l/l*9,  17.6;  5/2/1*9,   17.5;  6/1/1*9, 
19.1*5  7/1/1*9,  21. O5  8/3/1*9,  18.95  9/1/1*9,   18. O5  10/1*A9,  18. 1;  5/1/50,  36.1*  (oper.) 
6/2/50,  38.1  (oper.);  6/29/50,  18.5;   8/1/50,  19.6;  9/6/50,  18.2;  10/2/50,  17.6; 
9/10/52,  7.1*;  11/6/52,  9.75  3/26/53,  10.2. 

4N/6E-20Q1 — Reference  point-top  of  board  floor  over  well,  elevation  31.0  feet. 
0.85  mile  "south  of  Peltier  Road,   0.1*6  mile  west  of  Davis  Road.      10/19/1*8,  10.5; 
1/17/1*9,  11.6;  3/30/1*9,  12.6;  10/18/1*9,  ll.Uj  11/22/1*9,  11.9;  1/8/50,  13.6;  3/23/50 
13. 2;  10/31/50,   ll.Oj  3/27/51,  8.2s  ll/ll*/5l,   H.-Oj  U/l/52,   7'.0;  9/10/5?,   7-1*5 
11/6/52,  9.7s -3/26/53,  10.2. 

4N/6E-23 13 — Reference  point-top  of  casing,  elevation  29.5  feet.     0.7  mile  south   of 
Peltier  Road,  0.39  mile  east  of  Davis  Road.     10/19/1*8,  9.3s  1/17/1*9,  11.7s  3/30/1*9, 
11.6;  10/18/1*9,  10.0s  11/22/1*9,  10.5s  1/9/50,  12.1*s   3/23/50,  12.0. 

4N/6E-22M1 — Reference  point-top  of  concrete  pit  lining,   elevation  38  feet.     1.11 
niles  west  of  Sacramento  Road    0.7  mile  south  of  Peltier  Road.     10/l9/l*8,   21*. 1*5 

1/19/1*9,   23.3 5  3/30/1*9,  .22.3  s  10/18/1*9,  2l*.5s  11/23/1*9,  23.8;  1/9/5Q,   23.6s  3/23/50, 
22.8s  10/31/50,   21*. 65  3/26/51,  ll*.2s  ll/ll*/5l, "  22.6s  .3/31/52,  ll*.9s  11/5/52,  21.8; 
3/27/53, '21.6. 

IN/6E-2 2L1 — Ref er enc e  point-top  of  floor  over  casing,  elevation  29  feet.     0.20  mile 
i/vest  of  May  Road,   0.1*1  mile  north  of  Acampo  Road.     11/1/1*9,   22.7;  5/2/1*9,   22.5; 
6/1/1*9,  2U.1;  7/1/1*9,  33.2s  8/3/1*9,  27.1s  9AA9,  26. 1*5  10/1*A9,   25.6. 

l*ll/6E-22i£l — Reference  ppint-hole  in  pump  base,  elevation  30  feet,  0.1*9  mile  west  of 


Sacramento  Road,  0.1*1  mile  north  of  Acampo  Road.     k/l/k9,   27. I5  5/2/1*9,   39.0  (oper.) 
6/1/1*9,  1*1*. 2  (oper.)s  7/1/1*9,  52.0  (oper.)s  8/2/1*9,  37.6  (oper.)s  9/l/l*9,  U2.7 
(oper.);  10/l*/l*9,  31.2. 

1*K/6E-23M1 — Reference  point-top  of  casing,  elevation  hk  feet.     0.31  mile  north  of 


Acampo  Road,  west  side  of  Sacramento  Road.     10/19/1*8,   33.2;  1/19/1*9,   29.9;   3/30/1*9, 
28.7;  10/19/1*9,  32.3;  11/28/1*9,  31.0;  1/12/50,  29.7. 

1*N/6E-23J1 — Reference  point-top  of  I-beam  supporting  pump,  elevation  50  feet.     0.61* 


mile  east  of  Sacramento  Road,  0.1*5  mile  north  of  Acampo  Road.     10/21/1*8,   1*0,9; 

1/19/1*9,  37.7s  3/28/1*9,  35.9;  10/18/1*9,   39.6;  11/23/1*9,  38.1*;  1/9/50,  37.1s  3/23/50, 

37.6;  11/1/50,  1*0.75  3/27/515  33.6s  11/15/51,  39.1;  3/31/52,  32.8;  11/12/52,  3l*.5; 
3/27/53,  50.0. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SaN  JOAQUIN  AREA  (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  a  reference  point) 

l*N/6E-2l*El — Reference  point-south  side  of  pump,   elevation  $$  feet.     0.1*1*  mile  south 
of  Peltier  Road,  0.5  mile  west  of  U.S.  Highway  99.     10/21/1*8,  1*5.1;  1/18/1*9,  Ul.O; 
2/17/1*9,  1*1.15  3/30/1*9,  39.9;  5A/U9,  1*1.9;  9/5/1*9,  U6.I4.3  10/7/1*9,  1iU.3j  10/17/1*9, 
1*3.7;  11/19/1*9,  1*2.0;  1/9/50,  1*1.0;  2/16/50,  39.1*;  3/29/50,  39-7;  5/5/50,  1*1.9; 
6/2/50,  51.0  (oper.);  7/5/50,  53.8  (oper.);  8/l*/50,  55.1  (oper.);   8/31/50,  1*9-7; 
l0/l*/50,  50.0;  11/1/50,  1*5.2;  3/26/51,  37.9;  ll/ll*/5l,  1*0.9;  3/31/52,  36.3;  11/5/52 
38.3;  3/27/53,  38.3. 

1*N/6E-25F1 — Reference  point-top  of  floor,  elevation  51  feet.     0.1*1  mile  south  of 
Acampo  Road,    east  side  of  Southern  Pacific  Railroad. tracks.   10/21/1*8,   35.9;  1/26/1*9 
3l*.l;  3/30/1*9,  31.2;  10/21/1*9,  3U.I5  1/9/50,  32.3;  11/1/50,  35.2;  ll/ll*/5l,  31.8; 
3/31/52,  28.2;  11/12/52,  29.3. 

1*N/6E-25R1 — Reference  point-hole  in  pump  base,   elevation  55   feet.     0.05  mile  west 
of  U.  S.   Highway  99,  0.03  mile  north  of  Woodbridge  Road.     10/21/1*8,  3U.1;  1/18/1*9, 
32.3;  2/17/1*9,  32.2;  3/30/1*9,  31.8;  5/l*/l*9,  37.3;  6/6/1*9,  37.5;  7/6/1*9,  36.9; 
8/1/1*9,  36.8;  9/5/1*9,  31*.  3$  10/7/1*9,  33.6;  10/19/1*9,  33.3;  11/23/1*9,  32.5;  1/9/50, 
32.1;  2/16/50,  32.2;  3/29/50,  37-5;  5/5/50,  1*0.1;  6/2/50,  37.9;  7/5/50,   37.8; 
8/l*/50,  37.7;  8/31/50,  37.5;  10/l*/5o,  35.2;  11/1/50,  3l*.0;  3/26/51,  29. 1;  ll/ll*/5l, 
31.7;  3/31/52,  28.7;  11/12/52,  29.7;  3/27/53,  31.5. 

1*N/6E-26l1 — Reference  point-top  of  concrete  floor  at  east  side  of  pump  base,  ele- 
vation  1*6  feet.     0.27  mile  north  of  Woodbridge  Road,  0.30  mile  east  of  Sacramento 
Road.     10/19/1*8,  21*. 1;  l/l8/l*9,  23.8;  3/30/1*9,   23.1*;  10/18/1*9,     23.7;  11/23/1*9, 
23.2;  1/9/50,   21*. 1;  ll/l/50,  21*. 2;  3/29/51,  18.2;  ll/l5/5l,  21.7;  3/31/52,  18.8; 
11/12/52,   20. I*j  3/27/53,   a. 3. 

1*N/6E-27D2 — Reference  point-hole  in  pump  base,    elevation  32  feet.     1.03  miles  west 
of  Sacramento  Road,  0.2  mile  south  of  Acampo  Road.     10/19/1*8,   ll*.9;  1/19/1*9,   ll*.0; 
3/30/1*9,  12.8;  10/18/1*9,  ll*.9i  11/21/1*9,  ll*.l5  1/9/50,  IU.O5  3/23/50,  13.1; 
10/31/50,  11*. 8;  3/26/51,  6.1;  ll/ll*/5l,  13.1;  3/21/52,  6.5;  11/5/52,  8.0. 

1*N/6E-29A1 — Reference  point-top  of  cement  floor,   elevation  33.1  feet.     0.8  mile 
north   of  Woodbridge  Road,  0.03  mile  west  of  Davis  Road.     10/20/1*3,   9*3:  1/17/1*9, 
11.9;  3/30/1*9,  12.8;  10/18/1*9,  11.0;  11/22/1*9,  11.0;  1/9/50,  13.0;  3/23/50,  13.3; 
10/31/50,  9.1;  3/26/51,  6.5;  ll/ll*/5l,  9.1*;  l*/l/52,  6.3;  9/10/52,  5«6;  11/10/52, 
c.n.m. 

1*N/6E-29N1 — Reference  point-top  of  flange  of  check  valve,   elevation  26.7  feet. 
200  feet  east  of  Telegraph  Road,   0.25  mile  north  of  Woodbridge  Road.     10/15/1*8, 
7.1*;  1/21/1*9,   7.5;  2/17/1*9,   7.6;  3/28/1*9,  6.8;  5/l*A9,  6.1*;  6/2/1*9,  6.1;   7/6A9, 
7.1;  8/1/1*9,  7.1*;  9/5/1*9,  7.3;  10/7/1*9,  7.1*;  10/17/1*9,  7.5;  11/21/1*9,  7.1*;  1/11/50, 
7.9;  2/16/50,  7.1*;  3/2l*/50,  7.9;  5/5/50,  7.1;  6/2/50,  6.1,-  7/5/50,  7,3;  8/3/50, 
7.3;  8/31/50,  7.5;  10/2/50,  7.6;  10/30/50,  7.6;  3/28/51,  2.0;  Ji/l5/5-,  6.7;  l*A/52. 
1.1;  9/11/52,  ^.9;  11/10/52,  6.1*s  3/25/53,  1*.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA   (Continued) 
Measurements  made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  a  reference  point) 

UN/6E«-3CD1~ Reference  point-top  of  casing,  elevation  21.8  feet.     East  of  Ray  Road 
at  intersection  of  Acampo  and  Ray  Roads.     10/21/1*8,  6.85   1/21/1*9,   7.7$   3/29/1*9, 
$.9;  10/18/U9,   7.1$  11/21/1*9,   7/3$  1/12/50,  8.2;  3/29/50,  6.1$  10/31/50,  6.8;  ' 
3/27/51,  3.1*$  11/1V51,  7.1*$  Vl/52,  3.1*$  9/10/52,  5.7$  11/10/52,  6.0$  3/25/53,  U..7. 

1+N/6E-3CH1 — Reference  point-top  of  flange  of  check  valve,  elevation  25.2  feet. 
0.25  mile  east  of  Ray  Road,  0.1*  mile  north  of  Woodbridge  Road.     10/21/1*8,   10.6; 
1/21/1*9,  10.3$  3/29/1*9,  8.3$  10/18/1*9,  10.1*$  11/21/1*9,  10.1*$  1/12/50,  10.6;   3/2l*/50. 
8.9?  10/31/50,  11.3$  3/28/51,  6.1;  ll/ll*/5l,  10.7$  U/l/52,  5.2$  9/10/52,  10.7$ 
11/10/52,  10.3. 

1*N/6E-31C1 — Reference  point-top  of  casing,  elevation  20. I*  feet.     0.6  mile  west  of 
Telegrpah  Road,  0.1  mile  south  of  Woodbridge  Road.     10/18/1*8,  5.6;   1/2 1/1*9,  5.0; 
3/29/1*9,  3.0;  10/18/1*9,  5.1;  11/21/1*9,  1*.8;  1/12/50,  u.9$  3/2l*/50,  3-3$  10/31/50, 
6.0;   3/28/51,  0.5$  ll/ll*/5l,  5.3$  U/l/52,  -0.5$  9/11/52,  c.n.m.;  11/10/52,   U.8. 

I4N/6E-3I Al — Reference  point-top  of  casing,    elevation  30.6  feet.     300  feet  south  and 
100  feet  west  of  intersection  of  Woodbridge  and  Telegraph  Roads.     ll/ll*/29,   12.0; 
10/23/30,  11.3$  12/7/31,  11.0;  ll/U/32,  10.7;  12/26/33,   10.1*$  11/17/31*,  10.7; 
11/6/36,  11.3;  ll/U/37,  11.2;  1/11/39,  11.2;  1/17/1*1,  7.1;  11/18/1*7,  11.7$  12/13/1*8. 
12.2;  12/7/1*9,  11.9;  11/9/50,  12.6;  11/27/51,  11.6. 

1*N/6E-31H1 — Reference  point-top  of  flange  of  check  valve,  elevation  28.3  feet. 

West  side  of  Telegraph  Road,  0.6  mile  north  of  Turner  Road.     10/ll*/l*8,   9.0;  l/2l/l*9. 

9.5$  2/17/1*9,  9.7,  3/28/1*9,  8.7$  6/2/1*9,  6.'7$  7/6/1*9,  8.1;  8/l/lfc,  8.5;  9/5/1*9,  8.9$ 
10/7/1*9,   9.0;  10/17/1*9,  9.1;. 11/21/1*9,  8.7$,  1/11/50,  9.6:  2/16/50,  8.9:   3/2l*/50,  8.2 
5/5/50,  7.1$  6/2/50,   7.8;  7/5/50,  7.8;  8/3/^50,  8.7;  8/31/50,  9.1;  10/2/50,  9.2; 
10/30/50,  9.1;  3/28/51,  !*.!*;  11/15/51,  8-1$  l*A/52,  3.1$  9/10/52,  6.3$  11/10/52,  7.0 

I*N/6E-31P1 — Reference  point-top  of  casing,   elevation  21  feet.     1*00  feet  north  of 
Turner  Road,  0.5  mile  west  of  Telegraph  Road.     10/ll*/l*8,  7.5$  l/2l/l*9,   8.2$ 
3/29/1*9,  6.9:  10/18/1*9,  7.7$  11/21/1*9,   7.7$  1/12/50,   8.2;   3/2l*/50,  6.6;  10/31/50, 
7.9;  3/28/51,  3.6;  ll/ll*/5l,  7.1*;  l*/l/52,  2.0;  9/11/52,  5.8$  11/5/52,  6.7; 
3/25/53,  1*.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1|N/6E»33I1— 'Reference  point-top  of  casing,  elevation  36  feet.     0.25  mile 
east  of  Davis  Road,  0.25  mile  north  of  Turner  Road.     10/19/U8,    11.7;   1/17/1*9, 
12.1*5  3/30/1*9,  12.7;   10/18/1*9,  11.2;   11/22/1*9,  11.5;   1/9/50,  12.3;  3/23/50, 
12.5;  10/31/50,  11.3;   3/29/51,   7.2;   ll/l!*/5l,  10. I*;   l*/l/52,  6.8;   9/10/52,  7.3; 
11/10/52,  9.6. 

1*N/6E-31*E1— Reference  point-bottom  of  shelf  above  well,  elevation  1*0  feet. 
1,12  miles  east  of  Davis  Road,  0.51  niile  north  of  Turner  Road.     10/l8/i*8,  ll*o2; 
1/17/1*9,  15.U;   3/30/1*9,  17.2;   10/18/1*9,  1U.7;   11/22/1*9,  ll*.8;   1/13/50,  16,3; 
3/22/50,   16.6;    11/1/50,   lU.5j    3/29/51,   10.6;    11/15/51,   13.1;    U/l/52,    12.0; 

9/10/52,  11.65  11/12/52,  13.0;  3/26/53,  lU.l. 

1*N//6E-36G1— Reference  point-slot  in  concrete  base,  elevation  6l  feet.     0.29 
mile  west  of  U.  S.   Highway  99,  0.5  mile  south  of  Woodbridge  Road.     10/26/1*8; 
36.0;  1/18/1*9,  36.U;   2/17/1*9,  36.9;  3/30/1*9,  36.2;   7/6/1*9,  3U.6;  8/l/l*9,  35.8; 
9/5/L9,  35.2;  10/7/1*9,  35.7;  10/20/1*9,  35.8;  11/23/1*9,  35.5;  1/9/50,  36.5* 
2/15/50,  36.3;  6/2/50,  50.7  (oper.)j   7/5/50,  36. 1;  8/l*/50,  36.9;  8/31/50,  36.3; 
10/V50,  36.5;  11/1/50,  36.2;   3/29/51,  33.0;  ll/ll*/5l,  3U.8;  11/12/53,  33.6. 

1*N/7E-1D.1— Reference  point-top  of  floor,   elevation  106.1*  feet.     0.05  mile  east 
of  Elliot  Road,  south  side  of  Liberty  Road.     10/26/1*8,  55.6;   l/2l*/l*9,  51*. 5; 
3/30/1*9,  53.9;  10/19/1*9,  58.8;  11/25/1*9,  56.7;  1/12/50,  56.1;  3/28/50,  55.2; 
11/2/50,   60.2;    3/27/51,   57.0;    ll/l5/5l,  59.0;    l*/2/52,  56.1;    ll/l2/52,  60.2; 
3/2U/53,  58. 1*. 

UN/7E-1A1— Reference  point-hole  in  pump  base,   elevation  107.0  feet.     0.70 
mile  east  of  Elliot  Road,  0.11  mile  south  of  Liberty  Road.     11/23/1*9,  61.85 
3/28/50,  59.3. 

1*N/7E-2.C1— Reference  point-top  of  casing,  elevation  96  feet.     O.38  mile  east 
of  Sowles  Road,  0.15  mile  south  of  Liberty  Road.     11/25/1*8,  55.8;   1/23/1*9, 
53. U;  3/31/1*9,  52.3;  10/21/1*9,  61.5;  11/23/1*9,  57.2;  1/10/50    56.0;  3/29/50, 
51*.8;  11/2/50,  5U. I5   3/27/51,  51.1*5   n/16/51,  59.85   l*/3/52,  55.85   11/12/52, 
57.85  3/2U/53,  56.1. 

1*N/7E-1*B11— Reference  point-top  of  casing,  elevation  88.1  feet.     South  side 
of  Elliot  Road,  0.32  mile  west  of  Bruella  Road.     11/23/1*9,  53.1;  3/29/50,  51.75 
11/2/50,  53.1*5  3/27/51,  52.95  11/19/51,  52.95   U/3/52,  52.6;   11/10/53,  57.75 
3/26/53,  $h.$. 

l*N/7E-5 EL— Reference  point-top  of  casing,  elevation  75  feet.     South  of  Liberty 
Road,  0.29  mile  west  of  Dustin  Road.     10/22/1*8,  1*0.0;   l/2l/l*9,  1*0.35   3/31/1*9, 
39.85  10/19/1*9,  1*2.1*5   11/23/1*9,  1*3.1*5   1/12/50,   1*2. 85  3/29/50,  1*2.1;   3/27/51, 
1*1*. 2;  11/12/52,  Dry. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

UN/7E-5F1— Reference  point-top  of  8"x8"  pump  support,  elevation  73  feet. 
0.28  mile  east  of  Central  California  Traction  Company  Railroad,  O.I4.6  mile 
south  of  Liberty  Road.     10/25A8,  kl.7',   1/21/U9,  U7.0;   3/31/U9,  U6.3;   10/19A9, 
50.6;  11/23/U9,  50.2;  1/10/50,  U9.8;  3/29/50,  U8.9;  11/2/50,  53.6;  3/27/51,  50.2; 
11/16/51,  53.lt;  U/2/52,  50.5;  11/12/52,  5it.lt;  3/26/53,  52.7. 

ltN/7Ei6El— Reference  point- top  of  casing,  elevation  61  feet.     0.50  mile  south 
of  Liberty  Road,  0.03  mile  east  of  Stockton  Road.     10/22/1$,  lt3.lt;   l/l8/l;9, 
U2.3;  2/17/U9,  U2.0;  3/30/U9,  ltl.0;  5AA9,  U6.0;  6/6/U9,  lt3.lt;  7/6/U9,  U5.U; 
8/1/U9,  U8.0;  9/5/1*9,  1*8.8;  10/7/1*9,  1*7.0;  10/17/1*9,  1*6.9;  11/23/U9,  U6.1*; 
1/9/50,  U5.U;  2/20/50,  Uu5;  3/23/50,  U3.8;  6/2/50,  51.0;  7/5/50,  U7.2;  8/3/50, 
5l.lt;  8/31/50,  U9.5;  10/2/50,  U9.1;  n/l/50,  1*8.9;  3/28/51,  U3.6;  ll/llt/5l, 
1*9.9;  3/31/52,  UU.O;  11/12/52,  U9-3i  3/26/53,  lt5.lt- 

UN/7E-6R1 — Reference  point- top  of  I-beam,  elevation  68  feet.     West  side  of 
Kennefick  Road,  0.2lj.  mile  north  of  Collier  Road,     UA/U9,   UU.O;   5/2/1*9,  62.0 
(oper.);  6/l/U9,  5U.3;   7/1/U9,  67.5  (oper.);  8/l/lt9,   73.1  (oper.);   9/l/lt9, 
67.7  (oper.)  10/3/U9,  66.8   (oper.);  5A/50,  5l.O. 

ltN/7E-£cl — Reference  point-slot  in  concrete,  elevation  61  feet.     O.Jjl  mile 
east  of  Central  California  Traction  Company  Railroad,  0.09  mile  south  of  Collier 
Road.     10/26/1*8,  U2.5  (oper.);  1/25/U9,  39.9;  3/30/U9,  38.5;  10/21/U9,  1*6. it; 
01/22/U9,  1*3.7;  l/lD/50,  U2.1;  3/29/50,  I1O.6;   11/2/50,  1*7.7  (oper.);  3/27/51, 
1*1.5;  11A9/51,  1*6.9;  11/12/52  c.n.m. 

l*N/7E-9Jl — Reference  point-hole  in  pump  base,  elevation  86.1  feet.     O.36  mile 
north  of  Jahant  Road^  0.2  mile  west  of  Bruella  Road.     10/21/1*8,  51*. 1;  l/2l*/l*9, 
50.6;  3/30/U9,  1*9.3;  10/20/1*9,  59.lt;  11/22/1*9,  55.0;  1/10/50,  53.0;  3/23/50, 
5U.1;  11/2/50,  5U.8;  3/27/51,  51.2;   ll/l6/5l,  65.8;   U/2/52,  62.2;   11/12/52, 
65.1;  3/26/53,  53.7. 

ltN/7E-10Gl— Reference  point-hole  in  pump  base,   elevation  91. 3  feet.     O.ltlt  mile 
south  of  Collier  Road,  O.63  mile  east  of  Bruella  Road.     10/25/1*8,  56.7;   l/2Lt/lt9, 
51t.lt;  2/17/1*9,  53.8;  3/29A9,  U7.U;  5AA9,  5$.6>}   7/6/U9,  59.3;  8/2/1*9,  71.0 
(oper.);   9/5A9,  61.7;  10/7/1*9,  62.0;  10/20/1*9,  60.lt;   11/22/U9,  58.5;  1/10/50, 
56.8;  2/16/50,  55.9;  3/23/50,  57.lt;  5A/50,  57.6;  6/1/50,  68.3  (oper.);  7/5/50, 
69.3  (oper.);  8/ll/50,  67.O;  9/11/50,  65.7;  10/U/50,  6l*.5;  11/2/50,  63-9;  3/27/51 
55.9;  11/15/51,  61.5;  11/12/52,  61. 1;  3/26/53,  lt7.lt. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELIS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

I4N/7E-IHOL— Reference  point-hole  in  pump  base,    elevation  105.9  feet.     0.1*3 
mile  north  of  Jahant  Road,  0.61  mile  east  of  Sowles  Road.     10/25/1*8,  66.9$ 
1/25/1*9,  61*. 2;  3/30/1*9,  63.2$  10/20/1*9,  71. Uj  11/22/1*9,  69. 1*;  1/10/50,  57.9; 
3/23/50,  66.5;  11/1/50,  73.6;  3/27/51,  66. 1;  11/15/51,  33-75  U/2/52,  66.0$ 
11/12/52,  71.8. 

UN/7E-12E1 — Reference  point-hole  in  pump  base,    elevation  107.0  feet.     0.52 
mile  no"rth  of  Jahant  Road,  on  east  side  of  Elliot  Road.     10/25A8.,  66 .-!*; 
l/2l*/l*9,  61*. 0;   3/30/1*9,  63.8;   10/20/1*9,   70.7;  11/22/1*9,  68.0;  l/l6/5'0,  6].!*; 
3/23/50,  65.5;   11/1/50,   71.2;   3/27/51,  65.8;   11/16/51,   70.8;   l*/2/52,  61.8; 
11/12/52,  71.9;  3/26/53,  67.0. 

UN/7E-13Q1-- Reference  point-top  of  casing,  elevation  110.7  feet,     0.70  mile 
east  of  Elliot  Road,  150  feet  north  of  Peltier  Road.     11/29/1*8,   70.8;  3/29/50, 
6U.3. 

UN/7E-lljBl— Reference  point- hole  in  pump  base,   elevation  102. 1*  feet.     O.Ci* 
mile  south  of  Jahant  Road,  0.51*  mile  east  of  Sowles  Road.     10/22/1*8,   65.3; 
l/2l*/l*9,  62.2;  3/30/1*9,  61.0;  10/20/1*9,  71.9;  11/22/1*9,  66.3;  1/10/50,  61*. 1*; 
3/23/50,  67.5;  11/1/50,  69.2;  3/27/51,  61*.8;  ll/l5/5l,  68.1*;  U/2/52,  62.7; 
11/12/52,  c.n.m. 

l*N/7E-ll*El — Reference  point-hole  in  side  of  pump,   elevation  9l*.2  feet.     0.50 
mile  north  of  Peltier  Road,  0.05  mile  east  of  Sowles  Road.     10/25/1*8,  58.7; 
1/2U/U9,  55.2;   3/30/1*9,  51*. 1;   10/20/1*9,  62.5;   11/22/1*9,  59.1;   1/10/50,  57.2; 
3/29/50,  57.2;   11/1/50,  62.8;   3/27/51,  56.3;   H/l6/5l,   65.8;   U/2/52,  55-8; 
11/12/52,  62.7;  3/26/53,  57.8. 

l*N/7E-l6jl— -Reference  point-slot  in  concrete  base,  elevation  86.9  feet. 
0.30  mile  north  of  Peltier  Road,   on  west  side  of  Bruella  Road.     10/21/1*8, 
56.3;  l/21*/l*9,  52.6;  2/17/1*9,  52.3;  3/29/1*9,  51.6;  l*/l/l*9,  51. Uj  5/2/1*9,  57.1; 
6/1/1*9,  59.3;   7/1/1*9,  70.1  (oper.);   8/2/1*9,   73.2  (oper.)j   9/l/l*9,  62.1*;  10/1*/1*9, 
59.8;   10/20/1*9,   58.9;   11/22/1*9,  56. 1*;   1/10/50,  5U.6;   2/16/50,  53.5;   3/23/50, 
55.6;   5/l*/50,  59.8;  5/31/50,  61*. 1;   6/29/50,  66.8;   8/l/50,  70.1;    9/6/50,   7U.8; 
10/2/50,  62.1*;  11/1/50,  59.6;  3/26/51,  52.9;  11/15/51,  57.6;   i*/l/52,  56.7; 
11/12/52,  57.9;  3/26/53,  5U.6. 

1*N/7E -17P1  —Reference  point- hole  in  pump  base,  elevation  73.0  feet.  0.18  mile 
east  of  Central  California  Traction  Company  Railroad,  QJ.0  male  .south  of  Jahant  Road. 
10/21/1*8,   52.2;   1/19/1*9,   50.3;  3/29/1*9,  1*6.7;  10/20/1*9,  51*. U;   11/22/1*9,  52.0; 
1/10/50,  50.8;   3/2l*/50,  1*9.1*;   11/1/50,  $S.Si  3/26/51,  50.1;   Il/l5/5l,  ^3.9; 
li/1/52,  1*7.3;   11/12/52,  53.1. 

1*N/7E-17N1 — Reference  point-slot  in  concrete  base,   elevation  70.6  feet.     0.03 
mile  east  of  Central  California  Traction  Company  Railroad,  0.20  mile  north 
of  Peltier  Road.     10/21/1*8,  52.5;   l/l9/l*9,  1*9.1;  3/30/1*9,  1*7.1*;   10/20/1*9, 
52.9;  11/22/1*9,  51.5;  1/10/50,  50.0;  3/2l*/50,  1*9.1*;  11/2/50,  53.1;  3/26/51, 
1*9.7;  11/16/51,  52.1;  U/l/52,  1*9.0;  11/12/52,  50.1*5  3/2S/S3,  1*6.2. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1+N/7E- 18 C3  —Re f er enc e  point-top  of  casing,  elevation  63. 0  feet.  South  of 
Jahant  Road,  0.30  mile  east  of  U.  S.  Highway  99.  1/26/1*9,  U2.1;  3/29/1*9, 
39. 1*;  10/21/1*9,  1*6.1;  11/22/1*9,  UU.3;  1/12/50,  1*2.7;  3/2l*/50,  Ul-7;  ll/l/50, 
1*6.3;  3/20/51,  39.1;  U/l/52,  1*0.0;  11/12/52,  53.1;  3/26/53,  1*0.7. 

UN/7E-19HL — Reference  point-slot  in  base,  elevation  66  feet.  0.27  mile  south 
of  Peltier  Road,  west  side  of  Kennefick  Road.  l*/l/l*9,  1*3.2;  5/3/U9,  1*8.2; 
6/1/1*9,  51*.3;  7/1A9,  63.3;  8/2/1*9,  59.9;   9/2/1*9,  50.9;  lo/i*/l*9,  1*9.3;  5A/50, 
68.7  (oper.);  6/2/50,  52.8;  6/29/50,  73.1  (oper.);  8/1/50,  57.1;  10/2/50,  51.3 

UN/7E-19K1— Reference  point-top  of  I-beam  supporting  pump,  elevation  63  feet. 
0.1*1  mile  north  of  Acampo  Road,  0.51  mile  east  of  U.  S.  Highway  99.  10/21/1*8, 
1*9.3;  1/19/1*9,  1*6.2;  3/30/1*9,  1*1*.2;  10/20/1*9,  1*9.8;  11/22/1*9,  U7.3;  1/10/50, 
1*5.7;  3/29/50,  1*1*,0;  11/2/50,  1*9.0;  3/27/51,  1*3.2;  11/16/51,  5U.2;  U/l/52, 

U3.9;  11/12/52,  l*l*.l;  3/25/53,  1*2.3. 

UN/7E-20G1— 'Refer ence  point-hole  in  pump  base,  elevation  73.6  feet.  0.32 
mile  south  of  Peltier  Road,  0.1*0  mile  west  of  Dustin  Road.  10/22/1*8,  53.1; 
1/25/1*9;  U8.0;  3/30/1*9,  1*6.1;  10/20/1*9,  52.9;  11/22/1*9,  51.0;  1/10/50,  51.6; 
3/2U/50,  U9.8;  11/2/50,  52.3;  3/27/51,  1*6.1*;  11/16/51,  52.8;  l*/l/52,  1*5.2; 
11/12/52,  1*8.8. 

1*N/7E-21P1— .Reference  point-hole  in  pump  base,  elevation  79.8  feet.  0.1*8 
mile  east  of  Dustin  Road,  0.35  mile  south  of  Peltier  Road.  10/22/1*8,  50.6; 
1/2U/1*9,  1*6.9;  3/30/1*9,  1*5.8;  10/20/1*9,  52.3;  11/22/1*9,  51.1;  1/10/50,  1*8.6; 
3/23/50,  51.2;  11/2/50,  52.9;  3/26/51,  1*5.7;  U/i/52,  U5.6;  11/12/52,  51.9; 
3/26/53,  U9.6. 

1*N/7E-23P1 —Reference  point-plug  hole  in  pump  base,  elevation  93   feet.  0.30 
mile  east  of  Sowles  Road,  0.25  mile  north  of  Acampo  Road.  10/25/1*8,  58.7; 
1/25/1*9,  55.8;  l*/l/U9,  5U.9;  5/2/1*9,  60.6;  6/2/1*9,  61*.7;  7/l/l*9,  71.9  (oper.) 
8/2/1*9,  67.3;  9/l/l*9,  65.1*;  10/3/1*9,  62.9;  10/20/U9,  61.5;  11/22/1*9,  59.2; 
1/10/50,  57.6;  3/2U/50,  57.3;  11/2/50,  61.8;  3/27/51,  55.3;  11/16/51,  60.6; 
U/1/52,  55.9;  11/12/52,  60.8;  3/26/53,  59.0. 

1*N/7E- 2 5R2— Reference  point- top  of  brick  curb  under  wood  floor,  elevation 
100  feet.  West  side  of  Jack  Tone  Road,  600  feet  north  of  Southern  Pacific 
Railroad.  11/13/29,  51.5;  10/23/30,  52.1*;  12/7/31,  51*. 0;  11/7/32,  53.7; 
12/27/33,  53.5. 

1*N/ 7E- 25r1*— Ref e r ence  point-top  of  casing,  elevation  100  feet.  West  side  of 
Jack  Tone  Road,  900  feet  north  of  Southern  Pacific  Railroad.  11/26/31*,  52.7; 
11/9/36,  51.5;  11/8/37,  51.0;  1/16/39,  U9.1*;  1/22/1*1,  50.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

l*N/7E-28jl~Reference  point-slot  in  concrete  base,  elevation  76  feet.  0.18 
mile  west  of  Bruella  Road,  0.02  mile  south  of  South  Orchard  Road.     10/19/1*8, 
UU.I5  1/18/1*9,  1*1.1*;  2/17/1*9,  1*1.6;  3/29/19,  1*1.1;  6/6/h99  U9.U5   7/6/1*9,  51.0; 
8/l/l*9,  51.2;   9/5/1*9,  U7.1;   10/7/1*9,  1*5.9;   10/18/1*9,  UU.8;  11/22/1*9,  U3.2; 
1/11/50,  1*2.3;  2/16/50,  1*1.7;   3/23/50,  1*5.2;   5/31/50,  1*8. h;   7/5/50,  51*. 2; 
8/U/50,  51.1;  8/31/50,  50.6;  10/U/50,  1*7.8;  11/2/50,  1*5.3;  3/26/51,  38.9; 
11/15/51,  1*7.2;  U/l/52,  3U.9;  11/12/52,  l|2.3- 

UN/7E-29R1 — Reference  point-hole  in  concrete  base,   elevation  69  feet.     0.10 
mile  north  of  Woodbridge  Road,  0.03  mile  west  of  Dustin  Road.     10/19/U8,  38.7; 
1/18/1*9,  36. h;  3/29/1*9,  36.1;  10/18/1*9,  39.7;  11/22/1*9,  38.1;  l/ll/50,  36.8; 
3/23/50,  38.6;  11/2/50,  39.9;  3/26/51,  33.7;  11/15/51,  37.1*;  U/l/52,  33.8; 
11/12/52,  36.3;  3/25/53,  39.2. 

l*N/7E-30Ml--Reference  point-bottom  of  pump  base,   elevation  57  feet.     0.32 
mile  north  of  Woodbridge  Road,  0.02  mile  east  of  U.  S.  Highway  99.     h/h/k99 
35.8;  5/3/1*9,  52.2  (oper.);  6/1/59,  59.7  (oper.)s    l/l/h9,  68.2  (oper.)  8/2/1*9, 
70.9  (oper.). 

UN/7E-30P2--Reference  point-top  of  2,,xl*"  by  crack  in  floor,  elevation  56  feet. 
0.1*0  mile  east  of  U.  S.   Highway  99,  0.06  mile  north  of  Woodbridge  Road. 
10/22/1*8,  36.0;  1/19/1*9,  3U.3;  3/29/1*9,  3U.6;  10/18/1*9,  35.3;  11/22/1*9,  3l*.l*; 
1/12/50,  32.1*;  3/2U/50,  35. U;  11/2/50,  35.8;  3/26/51,  35.1;  11/19/51,  33.5. 

UN/7E-33 HL— Refer  ence  point- hole  in  base,  elevation  71*  feet.     O.Ol*  mile  east 
of  Cherry  Road,  O.Ol*  mile  north  of  Schmeidt  Road.     10/19/U8,  33.8;   1/18/1*9, 
3h.3;  3/29/1*9,  3U.0;  5/l*/l*9,  37.5;   7/6/1*9,  35.0;  8/1/1*9,  35.1*;  9/5/1*9,  35-2; 
10/7/1*9,  3U.6;  10/18/1*9,  3k.$;  11/21/1*9,  3l*.l;  1/9/50,  31*.  7;  3/23/50,  38.1*; 
5A/50,  36.1;   5/31/50,  31.0;    7/5/50,  32.6;   8A/50,  3U.6;   8/31/50,  35.2;   10/*/50, 
3l*.5;  10/31/50,  3U.6;  11/15/51,  33.8;  U/l/52,  39.6;  11/12/52,  33.0. 

l*N/7E-3l*Nl — Reference  point-slot  under  wooden  base,  elevation  77  feet.     0.71* 
mile  north  of  State  Highway  12,  0.01  mile  east  of  Bruella  Road.     1*/1*/1*9,  U5.0; 
5/3/1*9,  62.9  (oper.);  6/2/1*9,  5U.1;   7/1/1*9,  58.2;   8/l/L*9,  59.1;   9/l/l*9,  1*6.8; 
10/U/U9,  1*5.7. 

UN/7E-36A1— Reference  point- bottom  of  pump,  elevation  95  feet.     300  feet  west 
of  intersection  of  State  Highway  88  and  Southern  Pacific  Railroad  tracks. 
11/9/1*7,  1*7.5;  12/11*/1*8,  1*9.3;  12/7/1*9,  53-3;  11/6/50,  56.3;  11/28/51,  5U.7- 

1*N/8E-6j12— Reference  point-base  of  hand  pump,   elevation  120.1  feet.     O.98 
mile  east  of  Jack  Tone  Road,  0.6  mile  south  of  Liberty  Road.     11/25/1*9,    71.2; 
3/28/50,  69.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

l*N/8E-6Nl~Reference  point-hole  in  side  of  casing,  elevation  119  feet.  0.10 
mile  north  of  Collier  Road,  0.07  mile  east  of  Jack  Tone  Road.  10/22/U8,  72. 2; 
1/25/1*9,  70.7;  2/17/U9,  69.5;  3/31/U9,  68:8;  9/5/U9,  82.0  (oper.);  10/7/U9, 
81. U;  H/23/U9,  73.6;  1/10/56,  73.5;  2/16/50,  71.2;  3/28/50,  71.1;  5/1/50, 
75.1;  5/31/50,  82. b  (oper.);  7/5/50,  8U.7  (oper.)  8/3/50,  85-5  (oper.)  8/31/50, 
85.6  (oper.);  10/U/50,  79.7;  U/l/50,  76.7;  3/27/51,  71.5;  11/16/51,  76.6; 
U/2/52,  70.1;  11/13/52,  79.2;  3/26/53,  75.3. 

UN/8E-8A1 — Reference  point-hole  in  well  cover,  elevation  lUO.U  feet.  0.10 
mile  south  of  Collier  Road,  1.7  miles  east  of  Jack  Tone  Road.  11/25/U9, 
88.7;  3/28/50,  87. U;  ll/l/50,  75.1;  3/29/51,  72.9;  11/19/51,  83-9;  U/2/52, 
7U.8;  11/13/52,  Dry. 

UN/8E-IO1CI — Reference  point-U"x6"  pump  support,  elevation  15U.3  feet.  I4OO 
feet  southeast  of  intersection  of  State  Highway  88  and  Collier  Road.  11/25/U9, 
91.6;  3/27/50,  91.3;  11/2/50,  95.6;  3/29/51,  95.3;  U/2/52,  9S.9°3   11/13/52, 
Dry;  3/2U/53,  99.8. 

UN/8E-1UL1 — Reference  point-top  of  southwest  corner  of  concrete  curb,  eleva- 
tion  133.8  feet.  50  feet  north  of  State  Highway  12,  0.3  mile  east  of 
intersection  of  State  Highway  12  and  Clements  Road.  11/25/U9,  71.3;  3/27/50, 
71.1;  11/19/51,  73.1;  U/3/52,  76.2;  11/13/53,  76.1;  3/2$/$3,   62.8. 

UN/8E-16R12— Reference  point-hole  in  well  cap,  elevation  83.7  feet.  700 
feet  north  and  1,150  feet  west  of  southeast  corner  of  section.  11/25/1*9, 
11.5;  3/27/50,  12.7;  11/2/50,  13.1;  3/29/51,  7.7. 

UN/8E-17KL1— Reference  point-top  of  casing,  elevation  127.5  feet.  1,150 
feet  west  and  1,360  feet  south  of  northeast  corner  of  section.  11/25/1*9, 
27.5;  3/28/50,  76.2;  11/2/50,  80.2;  3/29/51,  78.1*;  11/19/51,  80.1*;  U/2/52, 
77.1;  11/13/52,  c.n.m. 

UN/8E-I8DI— Reference  point-crack  between  pump  and  concrete  base,  elevation 
116  feet.  0.15  mile  south  of  Jahant  Road,  0.05  mile  east  of  Jack  Tone  Road. 
10/22/1(8,  73.1;  1/21/1*9,  70. U;  1/17/U9,  70.2;  3/31/U9,  69.5;  10/20/1*9,  77.1; 
11/23/U9,  75.U;  1/10/50,  73.1;  2/16/50,  71.9;  3/2U/50,  71.8;  5A/50,  7U.8; 
5/31/50,  79.3;  7/5/50,  98.7  (oper.);  8/3/50,  99.0  (oper.);  ll/l/50,  77.2; 
3/27/51,  72.9;  11/6/51,  76.8;  U/2/52,  72.1;  11/13/52,  78.6;  3/26/53,  7U-3- 

UN/8E-21N12 — Reference  point- copper  bench  mark  on  pump  support,  elevation 
llU.l  feet.  900  feet  north  and  180  feet  east  of  southwest  corner  of  section. 
11/29/U9,  73.0;  3/29/50,  7U.3;  11/6/50,  69.3;  3/29/51,  68.8,  11/13/52,  69.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

UN/8E-22.D1— Reference  point- top  of  brick  curb,  elevation  103  feet.     0.10  mile 
north  of  Highway  88  and  0.10  mile  east  of  Crocker  Road.     11/13/29,  62.5; 
10/22/30,  65.0;  12/8/31,  67.0;  11/21/32,  65.7;   12/27/33,  67.0;  11/19/3U, 
68.0;  11/9/36,  66.5;  11/8/37,  66. Uj  1/16/39,  65.0;  1/22/Ul,  66.0;  11/17A1, 
73.2;  12/1U/U8,  79.7;  12/7/U9,  86.1;  11/6/50,  68.5;  11/28/51,  69. 0. 

l4N/8E-28M12--Reference  point-hole  in  turbine  base,  elevation  112.3  feet. 
850  feet  east  aid  1,600  feet  north  of  southwest  corner  of  section.     ll/2 9/U9, 
67.0;  3/29/50,  65.5;  11/6/50,  72.9;  3/29/51,  65-9;  11/19/51,  68.9;  U/3/52, 
6U.U;  11/13/52,  71.6;  3/2$/$39  68.0. 

UN/8E-31KL1 — Reference  point- top  of  casing  at  north  side,  elevation  101.3 
feet.     0.18  mile  east  of  Tully  Road,  0.U8  mile  north  of  Brandt  Road.     11/29/U9, 
63.3;  3/29/50,  61.9;  10/30/50,  66.3;  3/29/51,  61.7;  11/19/51,  6U.8;  11/13/53, 
66.2;  3/25/53,  67.3. 

UN/8E-35P1--Reference  point-crack  in  wood  cover,  elevation  198  feet.  0.50 
mile  east  of  Clements  Road,  0.07  mile  north  of  Brandt  Road.     10/21/U8,  90.0; 
1/21/U9,  87.7;  3/28/U9,  88.6;  10/19/U9,  91.1;  U/21A9,  91. U;  l/ll/50,  91.3; 
3/27/50,  91.li. 

UN/8E-36P1— Reference  point-pipe  in  base,  elevation  161  feet.     l.U  miles  east 
of  Clements  Road,  0.1  mile  north  of  Brandt  Road.     10/21/U8,  1U1.1;  3/29/U9, 
11*7.2. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

s  3N/5E-1F1 — Reference  point-top  of  casing,  elevation  17  feet.     0.1*0  mile  south 
of  Turner  Road,  0.1*0  mile  west  of  Western  Pacific  Railroad  crossing.     10/18/1*8, 
6.55  1/21/49,  6.95  3/29/1*9, ,  5.2,-  10/18/1*9,  6.9;  11/21/1*9,  7.0;  1/12/50,  7.1*5 
3/29/50,  5.55  10/31/50,  6.5;  3/27/51,  5.95  11/14/51,  7.0;  U/l/52,  1*.3;  9/11/52, 
5.3;  11/5/52,  6.1. 

3N/5E-9N1 — Reference  point-hole  in  casing,  elevation  -2feet.     North  side  of  State 
Highway  12,  1.00*  mile  west  of  Garden  Road.     10/15/1*8,  t*.l;  1/21/1*9,  4.55 
3/29/1*9,  5.0;  10/18/1*9,  5.2;  11/21/1*9,  5.2;  1/11/50,  4.25   3/2l*/50,  5.1a  " 

3N/5E-9R1~-Reference  point-top  of  wooden  pump  stand,  elevation  -2feet.     West  of 
levee  in  Section  10,  100  feet  north  of  road  in  rear  of  dwellings.     ll/ll*/29, 
6.0;  10/23/30,  5.3;  12/7/31,  $.9}  11/  k/  32.,  U.8;  12/26/33,  4.3;  11/17/34,  ' 
5.0;  11/9/36,  $.$. 

3N/5E-10N1— Reference  point-wooden  block  on  top  of  6"  casing,   elevation  -2  feet. 
0,5  mile  west  of  levee  in  Section  10,   200  feet  north  of  road.     ll/l*/37  ,  7.0; 
1/12/39,  6»i;  1/22/1*1,  3.U. 

3N/5E-U.HL-- Reference  point-top  of  casing,  elevation  12  feet.     0.35  mile  east 
of  Thorton  Road,  0.50  mile  north  of  State  Highway  12.     10/18/1*8,  6,5;  1/20/1*9, 
6.5;  3/29/1*9,  5.8;  10/18/1*9,  7.0;  11/21/1*9,  6.0;  1/12/50,  6.8;  3/29/50,  6.7; 
10/31/50,  5.9;  3/29/51,  ^>.Si  U/2/52,  5.8;  9/11/52,  5.7;  11/12/52,  dropped. 

3N/5E-12C1 — Reference  point-top  of  casing,  elevation  18.8  feet.     0.55  mile  west 
of  Ray  *oad,  0.1  mile  south  of  Sargent  Road.     10/l5/i*8,  6.2;  1/21/1*9,  9.9; 
3/29/1*9,  7.5;  10A8A9,  8.1*;ll/21/l*9,  8.5;  1/12/50,  9.7;  3/29/50,  6.55  10/31/50, 
7 .15 3/28/51,  7.35H/I4/51,  8.1sl*/2/52,  6.75  9/11/52,  7.O5  11/5/52,  7.6. 

3N/5E-I2jg.— Reference  point- top  of  casing  elevation  16.9  feet.     0.1*0  mile  west 
of  and  0.1*5   mile  south  of  intersection  of  Sargent  and  Ray  Roads..    IO/18/U8,  7.0; 
1/21/1*9,  7.9;  3/29/1*9,  6.25  10/18/1*9,  7.7,-  11/21/1*9,  7.55  1/12/50,  8.75 
3/29/50,  5.65  10/31/50,  6.1;  3/28/51,  5.35  llAVSl*  7.15  4/2/52,  1*.1*5   9/11/52, 
5.2;  11/5/52,  6.3. 

3N/5E-13H— Reference  point-top  of  flange  of  elbow,  elevation  11.7  feet.     0.50 
mile  west  of  intersection  of  Kingdon  and  R'ay  Roads.     IO/I8/48.  1*.3;  1/20/1*9,  5.0; 
3/29/1*9,  3.0;  10/17/1*9,  4.55  11/21/1*9,  5.45  1/13/50,  6.1*;   3M/50,  3.U5 
10/30/50,  5.4;  3/29/51,  1.0;  11/13/51,  5.35  U/l/52,  l.l*j  9/11/52,  6.75 
11/17/52,  5.2. 

3N/5E-ll*Bl— Reference  point- top  of  casing,  elevation  7  feet.     Southwest  corner 
of  Thornton  Road  and  State  Highway  12.     10/15/1*8,  3.45  1/20/1*9,  3.25  3/29/1*9,  3.1; 
10/18/1*9,   3.7;  11/21/L9,,  3.2:1/11/50,    3.1*5,  3/2l*/5Q,  6.85 lp/31/5.0.  3.2;  3/29/51, 
3.7;  11/16/51,  3.5;  4/2/52,  3.65  9/11/52,  1*.35  11/12/52,  4.l;3/25/53,  l*.o. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA   (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/5E-16A1— Reference  point- ground  surface  under  wooden  platform,   elevation 
-2  feet,     3«3>0  miles  east  of  Terminous,  west  side  of  railroad  tracts,     11/19/1*7, 
3.85   9/13/1*8,  U.6j  11/7/1*9,  U.85  11/9/50,  U,5,«  11/27/51,  5.3. 

3N/5E-2ljnL — Reference  point- top  of  lower  flange  on  check  valve,   elevation  6  feet. 
East  side  of  Thornton  Road,  0.80  mile  south  of  railroad  tracks,     10/15/1*8,  6,1*5 
1/20/1*9,  7.0$  3/29/1*9,  5.1*5  10/19//U9,  7.7;  11/21/1*9,  7.Uj  1/11/50,  8.2;  3M/50, 
U.75  10/31/50,  7.6;  3/29/51,  6.0;  11/16/51,  3.8;  l*/2/52,  1.9;  9/11/52,  h.$; 
11/12/52,  3.1;  3/25/53,  3.1. 

3N/6E-2G3 — Reference  point- hole  in  pump  base,  elevation  1*6  feet,     O.Ol*  mile 
east  of  Ham  Lane,   0,05  mile  south  of  Lake  Street  in  City  of  Lodi.     IO/I8/I18, 

luteyy^'Sft   2/Hk9>  ,?,&   3/30A9,22.65   5AA9,   22.1:  UHk9,  22.9; 
7/6/1*9,   21.2;  8/1/1*9,  23.6;  9/5A9,   22.7;  10/7/U9,  22.0;  10/20/^9,21,8;' 
11/23A9,  21.1*;  1/13/50.   22.65  2/16/50,   22.7;  5/V50,  22.6;  5/30/50,   23.3; 
7/5/50,  2U.2;  8/3/50,  2lt.5;  8/31/50,  23.8;  loA/50,  23.U5  11/1/50,  22.1*5 
3/29/51,  18.7;  11/15/51,  20.8;  VV52,  19.1*;  9/11/52,  19.9;  11/12/52,  20.1*; 
3/26/53,  19.6. 

3N/6E-3B1— Reference  point-top  of  2"xl2"  at  north  edge  of  pit,  elevation  1*2 
feet.     0721*  mile  south  of  Turner  Road,  0.10  mile  east  of  Sacramento  Road. 
1*/1/U9,  20,1;  5/2/1*9,  19.1*5  6/1/1*9,  31.8  (oper,);  7AA9,  21.3;  8/3/1*9, 
21.5;  9/1/U9.  17.7 1  10/1*A9,  17. 25  V3/50,   20.2;  5/2/50,  18.8;  6/2/50,   21.8; 
6/29/50,   20.65  8/1/50,   22.0. 

3N^E-1*E1— Reference  point-top  of  casing,  elevation  27  feet.     0o50  mile  north  of 
Sargent  Road,  0.27  mile  east  of  Davis  Road.     10/15/1*8,  8.0;  1/17/1*9,  9.0; 
3/30/1*9,  8.9;  10/18/1*9,  7.9;  11/22/1*9,  5.1;  1/9/50,  7.6;  3/23/50,  8.1; 
10/31/50,  8.8;  3/1/51,  1*.0;  ll/ll*/5l,  6.5;  l*A/52,  1.9;  9/10/52,  1*,3;  11/10/52, 
6.I5  3/25/53,  l*.2i 

3N/6E-5E1— Reference  point- top  of  casing  in  pit,  elevation  23  feet.     100  feet 
east  of  Telegraph  Road,  0.55  mile  north  of  Sargent  Road,     10/ll*/l*8,  12.7; 
1/21/1*9,  12.8;  3/28/I19,  12.2;  10/17/1*9,  12.7;  11/21/1*9,  13.0;  1/11/50,  13.U; 
3/2l*/50,  11.8;  10/30/50,  13.1;  3/2S/51,  8.1*;  ll/ll*/5l,  U..9;  W52,  $.$', 
9/11/52,  10.2;  11/10/52,  10.8;  3/25/53,  9.1. 

3N/6E-6 ML —  Reference  point- top  of  casing  elevation  19,2  feet,     0,35  mile  north 
01  intersection  of  Sargent  and  Ray  Roads,    10/18/1*8,6.65  1/21/1*9,  7,3; 
3/29/1*9,  B.hi  10/18/1*9,  7.8  (oper.);  ll/a/l*9,  6.9;  1/12/50,  7.5;  3/29/50, 
6.65  ll/ll*/5l,  6.8;  l*/l/52,  3.0;   9/11/52,  5.0;   11/5/52,  h.6, 

3N/6E-7 Bl— Reference  point-top  of  casing  in  pit,  elevation  19.1  feet.     100 
feet  south  of  Sargent  Road,  0,1*0  mile  west  of  Telegraph  Road,     10/15/1*8,  8,75 
1/21A9,  7.9;   3/29/1*9,  7.0;  10/18/1*9,  9.0;   11/21/1*9,  8.1*;  1/12/50,  8.0; 
3/2l*/50,  5.3;  10/31/50,  8.8;  3/28/51,  2.9;  1/V52,  O.65  9/11/52,  6.95  11/10/52, 
7.O5  3/25/53,  U.2. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA   (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/6E-7E1-- Reference  point-top  of  casing,  elevation  17  feet,     0.55  mile 
north  of  State  Highway  12,  0.1  mile  east  of  Ray  Road.     10/18/1$,  9.6; 
1/21/1+9,  10.0;  3/29/1*9,  8.1*;  10/18/1*9,  10.1;  11/21/1*9,  9.9i  1/12/50,  10.5; 
3/29/50,  i|.7;  10/31/50,  6.U;  3/29/51,  2.0;  11/13/51,  6.1;   1*/V52,  1.2; 
9/11/52,  U.6;  11/5/52,  5.3;  3/25/53,  i*.0. 

3N/6E-7H3 — Reference  point-top  of  casing,  elevation  23.7  feet.    West  of 
Telegraph  Road,  0.1*1*  mile  north  of  State  Highway  12.     10/18/1*3,  lbt2^ 
l/a/l*9,  13.5;  3/28/1*9,  12.6;  10/17 A9,  15. 2j  11/21/1*9,  li*.5;  1/1-V50,  13.7; 
3M/50,  13.1;  10/30/50,  15.1*;  3/29/51,  8.8;  ll/ll*Al,  13.8;  1*/V52,  $.9; 
9/11/52,  li*,Q;  11/10/52,  oper. 

3N/6E->8D1— -Reference  point-crack  in  base  boards,  elevation  25  feet*     092l*  mile 
east  of  Telegraph  Road,  0.09  mile  south  of  Sargent  Road.     1*/1/1*9«  13*lj 
5/3/U9,  22.5   (oper.)j  6/1/1*9,  23.1   (oper.);  7/1/1*9,  15-5;   8/3/U5,  27*5 
(oper.);  9/1/1*9,  15.9;  10/3/U9,  15.1. 

3N/6E-8E1 — Reference  point-top  of  casing,  elevation  23  feet.     0o33  mile 
south  of  Sargent  Road,  0.12  mile  east  of  Telegraph  Road,     h/l/h99  9»hl 
5/3/1*9,  9.8;  6/1/1*9,  11.1;  7/1/1*9,  13.9;  8/3/1*9,  18.2;  9/1/1*9,  13.1*; 
lo/l*A9,  12.1. 

3N/6E-8F1 — Reference  point-hole  in  pump  base,  elevation  25  feet0     0.1*3  mile 
south  of  Sargent  Road,  0.1*8  mile  west  of  Davis  Road.     1*AA$',  13*8;   5/3/1*9, 
15.2;     6/1/1*9,  17.3;  7/1/1*9,  15.7;  8/3/1*9,   30.1  (oper.);   9/1/1*9,  16,8; 
10/3/1*9,  15.0;  5/1/50;  13.5;  6/2/50,  13.5;  6/29/50,  29.5  (oper.);  8/1/50, 
18.2;  9/6/50,  29.9  (oper.);  10/2/50,  16.9. 

3N/6E- 8MU- Reference  point-east  edge  of  pit  lining,  elevation  21*  feet.     0.21* 
mile  east  of  Telegraph  Road,  0.51  mile  south  of  Sargent  Road.     l*/l/l*9,  13.1; 
5/3/1*9,  1U.1;  6/1/1*9,  13.8;  7/1/1*9,  16.5;   8/3/1*9,  26.5  'oper.);  9/1/1*9, 
17.1*;  10/3/1*9,  16.2;   5/1/50,  13.3;   6/2/50,  ll*.0;   6/29/50,  26.2  (oper.); 
8/1/50,   18.2;  9/6/50,  27.3  (oper.);  10/2/50,  17.2. 

3N/6E-9F1— Reference  point-top  of  concrete  pit  lining,  elevation  32  feet. 
0.36  mile  south  of  Sargent  Road,  0.05  mile  west  of  Moore  Road,     10/5/1*8, 
15.1;  1/17/1*9,  17.2;   3/30/1*9,  16.8;  10/18/1*9,  16.1;  11/22/19,  ll*o7?  1/9/*), 
16.1*;   3/23/50,  16.1;  10/31/50,  16.6;   3/30/51,  12,1*;  ll/ll*/5l,  ll*o0;  l*/l/52, 
10.9;   9/10/52,  11.8;  11/10/52,  ll*.3;  3/25/53,  ll*»2. 

3N/6E-9R2— Reference  point-square  slot  in  top  of  casing,  elevation  29  feet, 
0.12  mile  north  of  State  Highway  12,  0.75  mile  east  of  Davis  Read.     10/15/U8, 
11*.6;  1/17/1*9,  16.2;  3/30/1*9,  15.6;  10/18/1*9,  16.1;  11/22/19,  16,0;  1/9/50, 
16.0;  3/23/50,  1U.7;  10/31/50,  15.7;  3/30/51,  11.1$  ll/ll*/5l,  13.3;  l*A/52, 
10.0;  9/10/52,  11.7;  11/10/52,  12.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/6E-10F1— Reference  point-top  of  2"xU"  over  pit  supporting  roof,  elevation 
31  feet.     0.2b  mile  south  of  Sargent  Road,  0.05  mile  west  of  lower  Sacramento 
Road.    10/15/U8,  16.3;  IO/I9A9,  16.5;  11/22A9,  16.6;  11/1/50,  17.U;  3/30/51, 
11.6;  U/2/52,  liu6$  9/H/52,  12.0;  11/12/52,  12.7. 

3N/6E-11E1— Reference  point-plug  in  base,  elevation  U0.6  feeto  O.UU  mile 
south  of  Sargent  Road,  0.80  mile  west  of  Quimbey  Avenue e     10/13/13.  I8e5» 
1/17/U9,  19.3;  3/21/U9,  19.3;  10/21/U9,  19-6;  11/23A9,  19.U;  l/W^O-  20c2; 
3/29/^0,  21.1;   11/1/50,   21.0;    3/20/51,   17.U;  11/15/51,   20.U;    U/l/52,   20.2; 
11/12/53,   20.1. 

3N/6E-11  Jl — Reference  point-slot  in  concrete  base,  elevation  1|3<,1  feetc     0*55 
mile  south  of  Sargent  Road,  0.55  mile  west  of  Quimbey  Avenue*     10/3.3/1.8,  26<»9; 
1/17/U9,  2U.9;   3/31A9,  2iwU;  5AA9,  29.8;  6/2/1*9:,  30r0;  l/6/h?9  30,3; 
8/1/U9,  30.2;  9/5A9,  28.3;  10/7/U9,  27.5;  10/17/U9,  27.1;  ll/2;A?,  26,9; 
1/12/50,  25.5;  2/16/50,  25.2;  3/22/50,  27.2;  5A/50,   30.U5  5/31/50,  30.8; 
7/5/50,  32.6;  8/3/50,   31.6;   8/31/50,   31.35  loA/50,   29.2;  11/1/50,  28e2? 
3/30/51,  25.1;  11/15/51,  25.1;  U/l/52,  22.0;  9/11/52,  25*5;  n/12/52,  23.8; 
3/26/53,  22.8. 

3N/6E-12P1 — Reference  point-top  of  casing  at  concrete  foundation,  elevation 
UtS  feet.     Northwest  corner  of  State  Highway  12  and  Stockton  Avenue,, 
12/13/U8,  3U.3;  12/7A9,   35.6;  11/9/50,   38.2;  11/27/51,  35.3. 

3N/6E-13B1 — Reference  point-ground  level,  elevation  hi  feet.     South  side  of 
State  Highway  12,  550  feet  east  of  Stockton  Avenue.     II/I9/U7,   36e5. 

3N/6E-13A1 — Reference  point-top  of  concrete  well  pit,  elevation  U6  feet. 
I?0  feet  south  of  State  Highway   12,  '-300  .feet  east  of  Stockton  Avenue. 
U/13/29,  26.5;  10/23/30,  27.9;  12/9/31,  27.8;  11/19/32,  27*9;  12/26/33, 
27.5;  11/19M,  28.7;  11/9/36,  26.8;  ll/U/37,  25.8;  1/11/39,  22.8;  l/17/U, 
25.2. 

3N/6E-13H— Reference  point-hole  in  side  of  pump,  elevation  k3  feeto     C08 
mile  west  of  Stockton  Avenue,  0.27  mile  north  of  Harney  Lane,     U/lA9,  31. 7; 
5/3/U9,  36.5;  6/1/U9,  59.1  (oper.);   7/1/U9,  58.8  (oper*);  8/l/i:9,  39-M 
5/1/50,   38.3;  6/1/50,  6l.Lt  (oper.);    7/5/50,  6O.9  (oper.);   8/1/50,  1*1*0; 
9/12/52,   30.8;  11/12/52,   30.3, 

3N/6E-13Kl-^Reference  point-hole  in  pump  base,  elevation  kh  feet.     0*06 
mile  east~of  U.  S.  Highway  99,  0.28  mile  north  of  Harney  Lane„     10/15/1*8, 
3U.2;  1/17/1*9,  32.3;  3/31A9,  32.0;  IO/2CA9,  3U.0;  11/23/1*9,  33»Uj  1A3/50, 
32.U5  3/22/50,  35.0;  11/1/50,  3U.7;  3/30/i>l,  37.2;  11/15/51,  32«6;  3/31/52, 
28.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/6E-lIiNl~ Reference  point-top  of  south  floor  joist,  elevation  3U  feet. 
0.13  mile  north  of  Harney  Lane,  0.35  mile  west  of  Woodbridge  Canal  lateral. 
11/29/U9,  17.8;   3/29/fi0,  I8.9. 

3N/6E-15L1 — Reference  point-top  of  casing,  elevation  26  feet.     0.07  mile  west 
of  Sacramento  Road,  O.UO  mile  north  of  Harney  Lane.     10/15/1$,  8.9;   I/I8A9, 
9.1:  3/31A9,  8.U;  IO/I9A9,  9-3;  11/22/U9,  8.9;   1/13/50,  9.2;   3/22/50,  8.9; 
11/1/50,  10.5;  3/30/51,  6.0;  11/16/51,  7.U;  U/2/52,  3-3;  9/12/52,  7.9; 
11/12/52,  7.U;  3/26/53,  3.26. 

3N/6E-17  HI — Reference  point-top  of  I  beam  supporting  pump,  elevation  2\x 
feet.     5TU3  mile  south  of  State  Highway  12,  0.06  mile  west  of  Davis  Road. 
10/15/U8,  18.6;  1/17/U9,  16.2;  3/30/U9,  1U.U;   IO/I8/U9,  19.1;  11/22/1*9,  18.2; 
1/9/50,  16.7;  3/23/50,  15.2;  10/31/50,  19.35  3/30/51,  ll.U,-  ll/lU/51,  16.95 
li/1/52,  8.6;  9/10/52,  17.7;  ll/lo/52,  16.7;   3/26/53,  12.8. 

3N/6E-18h1 — Reference  point- top  of  brick  pit  on  north  side  above  casing, 
elevation  21. k  feet.     West  side  of  Telegraph  Road,  0.25  mile  north  of 
Kingdon  Road.     IO/1VU8,  17.5;  1/21/U9,  13.8;   3/28/U9,  12.2;  10/17/U9,  20.3; 
11/21/U9,  16.0;  l/n/50,  1U.5;  3/2U/50,  12.3;  10/30/50,  17.7;  3/30/51,  9.6; 
11/13/51,  15.7;  li/1/52, 


6.3;   9/11/52,  oper.;   11/  5/52,  15.6;  3/25/53,  10.9. 

3N/6E-18 II— Reference  point- top  of  flange  on  elbow,  elevation  13.5  feet. 
Southwest  corner  of  intersection  of  Kingdon  and  Neeley  Roads.     IO/I8/I43,  9*3; 
1/20/U9,   7.U;   3/28/U9,   5.55  10/17A9,  10.6;  11/21/U9,  8.9;  1/11/50,  8.0; 
3/2U/50,  5.7;  10/30/50,  10.5;  11/13/51,  9.3;  U/l/52r  0.1;  9/H/52,  oper,; 
11/12/52,  9.U5  3/25/53,  6.U. 


3N/6E-20E2—  Reference  point-top  of  casing  in  pit,  elevation  9  feet.  200 
feet  east  of  Telegraph  Road,  0.55  mile  north  of  Armstrong  Road,  16/lUA 
10.7;  1/20/U9,  7.1;  3/28/1*9,  U.l5  IO/21A9,  10.9;  11/21/19,  9-9;  l/ll/5o 
8.2;  3/2U/50,  U.6;  10/30/50,  12.2;  3/29/51,  10.0;  11/13/51,  10.7;  U/l/52 
-1.5;  9/11/52,  1U.2;  11/5/52,  11.7;  3/25/53,  U.2j 


3N/6E-21  KL — Reference  point-top  of  casing,  elevation  18  feet.     0.13  mile 
east  of  Davis  Road,  0.37  mile  north  of  Armstrong  Road.     10/15/U8,  16.9; 
1/17/U9,  13.1;  3/31/U9,  9.lj  10/18A9,  17.5;  11/22/U9,  16.1;  1/9/50,  1U.2; 
3/23/50,  11.0;  10/31/50,  18.5;  3/30/51,  7.6;  ll/lU/51,  15.5;  U/l/52,  2.3; 
9/11/52,  17.5;  11/10/52,  15.95  3/26/53,  8.0; 

3N/6E-22F1 — Reference  point-top  of  2"xU"  across  pit  next  to  discharge  pipe, 
elevation  27  feet.     0.15  mile  east  of  Sacramento  Road,  0.U5  mile  south  of 
Harney  Lane.     10/18A8,  19.3;  1/18/U9,  17.7;   3/31/U9,  17.1;  IO/I9/U9,  19*95 
11/22/U9,  19.0;   1/13/50,  18.2;   3/22/50,  17.95  H/l/50,  20.2;   3/30/51,  1U.8; 
11/16/51,  16.95  U/2/52,  10.8;  11/12/53,  16.3. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/6E-2Uh1 — Reference  point-slot  in  concrete  base,  elevation  U6  feet.     0*08 
mile  west  of  U.  S.  Highway  99 ,  0,31  mile  south  of  Harney  Laie*     10/15/U8,  37*1 J 
3/31/U9,  33.9;  10/20/U9,  36*95  H/23A9,  35*95  1/13/50,  3U.65  11/1/50,  37*55 
11/15/51,  3U.U5  3/31/52,  30*35  9/12/52,  33.95  H/12/52,  31.7. 

3N/6E-2l'Ml~Reference  point-top  of  casing,  elevation  UO  feet*     0*19  mile  east 
of  West  Lane  on  west  side  of  Southern  Pacific  Railroad,  0*35  mile  north  of 
Armstrong  Road.     10/18/U8,  26*3;   1/17/U9,  26.1;   3/31/1*9,  26.2;  IO/20A9,  26.35 
11/23/U9,  26.2;  1/13/50,  26.5;   3/22/50,  27.I5  ll/l/50,  27.2;  3/30/51,  25*0; 
11/15/51,   2U.3;   3/31/52,   22.2;   9/12/52,   22.6;    11/12/52,  22.2;   3/26/53,   23.0. 

3N/6E-26G1 — Reference  point-top  of  casing,  elevation  36  feet.     0.28  mile  south 
of  Armstrong  Road,  0.55  mile  west  of  Southern  Pacific  Railroad.     10/18/U8, 
19.8;  1/17/U9,   22.25   3/31A9,   22.95   10/20/U9,  20.75   H/23A9,   21.0;   1/16/50, 
22.8;  3/22/50,  22.U;  11/1/50.  21*7;   3/30/51,  15*95  11/15/51,  19*2;  U/l/52,  18.2; 
9/12/52,  15.6;  11/12/52,  17.U. 

3N/6E -2 7 Dl— Reference  point-top  of  2»xl2"  door  sill  entrance  to  pump  house, 
elevation  25  feet*     South  side  of  Armstrong  Road,  0.15  mile  west  of 
Sacramento  Road.     10/1U/U8,  16.7;  I/I8/U9,  15.2;  3/31/U9,  1^*2;  IO/19A9, 
I7.I5  11/22/U9,  16.35  1/11/50,  15.75  3/29/50,  IU.65  n/l/50,  17.65  3/30/51, 
11.1;   11/16/51,  1U.8;  U/l/52,  7.8* 

3N/6E-29G1— Reference  point-hole  in  pump  base,  elevation  17*7  feet*     South 
side  of  Armstrong  Road,  0.U5  mile  east  of  Telegraph  Road*     10/1U/U8,  22*7; 
1/20/U9,  15.U5   3/29/U9,  10.95  11/22/U9,  22.95  1/11/50,   I7.O5   3/23/50,  12.1; 
10/30/50,  23.2;  3/30/51,   15.95  11/13/51,  20.75  U/1/52,  U.55  11/12/52,  oper. 

3N/6E-2 9 EL— Refer ence  point-southwest  curb  of  pit,  elevation  18*8  feet.     South 
side  of  Armstrong  Road,  0.27  mile  west  of  Davis  Road.     10/1U/U8,  17*0; 
1/26/U9,  15.7;   3/29/H9,  11*3;   IO/I8/U9,  22.2;  11/22/U9,  20.1;  l/ll/50,  17.2; 
3/23/50,  13.1. 

3N/6E-29J1 — Reference  point-hole  in  pump  base,  elevation  18.3  feet.    West 
side  of  Western  Pacific  Railroad,  0.35  mile  north  of  Davis  Road.     10/23/1*8, 
17.7;  1/21/U9.  13*7;  3/29A9,  10*95  10/18/1*9,  18.8;  11/22/1*9,  16.2;  1/9/50, 
1U*7;  3/23/50,  11*55  10/30/50,  I8.65  3/30/51,  7.3;  11/16/51,  16.7;  U/l/52,  U.2; 
9/15/52,  31*75  11/12/52,  19.25  3/26/53,  11.3. 

3N/6E-29P1 — Reference  point-pipe  in  pump  base,  elevation  lU  feet.     0*85  mile 
south  of  Armstrong  Road,  0*U9  mile  east  of  Telegraph  Road*     5/3A9,  12*75 
6/1A9,  1U.0;  7/1/U9,  19.35  8/1A9,  35.9  (oper.);   9/2/1*9,  25*35  10/U/U9,  18.0; 
5/1/50,  13.15  6/2/50,  1U.95  6/29/50,  16.3;  8/1/50,  3U.8  (oper.);   9/6/50,  21.75 
IO/2/50,  19.1* 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Bepths  to  water  in  feet  measured  from  reference  point) 

3N/6E-30J1 — Reference  point-hole  in  pump  base,  elevation  lh«3  feet.    West 
side  of  Telegraph  Road,  O.hO  mile  north  of  junction  with  Thornton  Road. 
10/1U/U8,  16.5$  1/20/U9,  12.3J  3/28/U9,  9.0;  10/17/U9,  17.Uj  l/n/50,  13.Uj 
3/2U/50,  9.3;  10/30/50,  17.1;  3/29/51,  5.8$  11/13/51,  16.1$  U/l/52,  3.7; 
9/11/52,  oper.;   ll/5/52,  oper.;    3/25/53,  10.1. 

3N/6E-31P1 — Reference  point-top  of  bottom  flange  of  check  valve,  elevation  8 
feet.     &T7o  mile  west  of  intersection  of  Telegraph  and  Eight  Mile  Roads. 
10/18/U8,  8.2$  1/20/U9,  6.9$  3/29/U9,  3.U$  10/2lAQ,  8.7$  11/21/U9,  8.2; 
1/12/50,  7.5;  3/2U/50,  U.8$  11/2/50,  8.7$  11/16/51,  7.9. 

3N/6E-32G1 — Reference  point-top  of  casing  elevation  17.9  feet.     O.iiO  mile 
west  of  Davis  Road,  0,25  mile  south  of  Western  Pacific  Railroad  crossing. 
10/23/U8,  15.1$  1/21/1*9,  13.0$  3/29/U9,  10.1$  IO/I8/U9,  15.9$  11/21/U9,  1U.7$ 
1/9/50,  13.7$  3/23/50,  10.8;  10/30/50,  17.0;  3/30/51,  7.6$  11/13/51,  16.5$ 
U/l/52,  5.2$   9/11/52,  22.3$  11/12/52,  19.9$  3/26/53,  12.0. 

3N/6E-32K1 — Reference  point-top  of  boards  over  casing,  elevation  12  feet. 
0.03  mile  east  of  Telegraph  Road,  0.35  mile  north  of  Eight  Mile  Road.     10/15/U8, 
10.0;  1/20/U9,  9.8$  3/29/U9,  7.U$   10/17/U9,  10.9;   11/21/U9,  11.0$  1/11/50, 
10.U$  3/2U/50,  7.8$  11/2/50,  9.9$  3/29/51,  3.9*  ' 

3N/6E-33HL— Reference  point-top  of  casing  elevation  22.3  feet.     O.83  mile 
north  of  Eight  Mile  Road,  0.60  mile  east  of  Davis  Road.     10/18/U8,  13.5$ 
1/21/U9,  13.U$  3/29/U9,  12.3$  10/18/U9,  13.2$  11/22/U9,  12.9$  1/9/50,  13.5$ 
3/23/50,  11.6. 

3N/6E- 33M1— Re f erence  point-top  of  U"xlO"  at  east  side  of  discharge  pipe, 
elevation  19.9  feet.     O.h  mile  north  of  Eight  Mile  Road,  0.15  mile  east  of 
Davis  Road.     10/1L/U8,  lh.9$  1/17/U9,  12.7$  3/31A9,  10.7$  IO/I8/U9,  13.9$ 
11/22/1*9,  12.8;  V9/50,  12.8$  3/23/50,  10.5$  10/30/50,  1U.U$  3/30/51,  7.7$ 
11/13/51,  1U.7$  h/1/52,  5.6$  11/12/52,  17.0. 


3N/6E-3lEl— Reference  point-top  of  casing,  elevation  2U  feet.     0.51  mile  north 
of'  Eight  Mile  Road,  east  side  of  Sacramento  Road.     11/29/U9,  12.5$   3/29/50, 
12.2;  11/2/50,  12.6$  3/30/51,  9.1;  n/16/51,  11.5$  U/l/52,  7.0$  11/10/52,  li.U. 


3N/6E-3UH1 — Reference  point-bottom  of  pump  base,  elevation  25  feet.    West 
side  of  Sacramento  Road,  0.1*9  mile  north  of  Eight  Mile  Road.     U/1/U9,  13.7$ 
5/2A9,  13.8$  6/1/1*9,  36.7  (oper.);   7/1/1*9,  38.8  (oper.)$  8/1/U9,  13.2$ 
9/1/U9,  12.1$  10/3/U9,  13.1. 

3N/6E  - 35D1— Reference  point-top  of  casing  elevation  28  feet.     0.81*  mile  north 
of  Eight  Mile  Road,  0,90  mile  east  of  Sacramento  Road.     10/ll*/l*8,  ll*.l*$  1/17/1*9* 
15.3;  3/29A9,  15.1*$  10/20/1*9,  lU.6$  11/23/1*9,  lU.6$  1/13/50,  l5.V$  3/22/50, 
15*2$  11/1/50,  15.0$  3/30/51,  12.3$  11/15/51,  13.U$  ii/i/52,  9.8;  9/8/52,  9.8$ 
11/5/52,  11.1$  3/26/53,  6.0. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/6E-35P1~ -Reference  point-top  0f  casing",  elevation  29.0  feet •   0*1  .mile  north 
of  Eight  Mile  Road,  1.05  miles  east  of  Sacramento  Road.  10/1U/U8,  16.0; 
1A7/U9,  17.03  3/29/U9,  16.91  10/20/U9,  16.^5  11/23/U9,  16.3s  1/13/^0,  17.25 
3/22/50,  16.5;  11/1/50,  16.6;  3/30/51,  12.9;  11/15/51,  13.5;  U/l/52,  10.1; 
?A2/52,  8.9;  11A2/52,  11.8;  3/26/53,  11.8. 

3N/6E-36D.2 — Reference  point-edge  of  flooring  over  casing  elevation  36.1  feet. 
(J.Bl  mile  north  of  Eight  Mile  Road,  O.OU  mile  west  of  Sourthern  Pacific 
Eailroad.  10/lh/U8,  22.1;  I/I8/U9,  23.3;  3/29/U9,,22.5;  10/20/U9,  23.1; 
U/23/U9,  22.9;  1/13/50,  23.8;  3/22/50,  22.0;  ll/l/50,  23.2;  3/30/51,  19.1; 
ai/15/51,  19*9;  U/l/52,  16.U;  11/5/52,  Well  Destroyed. 

3V6E-36QL — Reference  point-top  of  casing  elevation  38.3  feet.  0.17  mile 
ncrth  of  Morse  Road,  0.51  mile  east  of  U.  S.  Highway  99.  10/1U/U8,  28.0; 
1/18/1*9,  26.7;  3/29/U9>  25.U;  IO/20/U9,  28.U;  H/23/U9,  27.5;  1A3/50,  27.U; 
3/22/50,  26.3;  11/1/50,  28.6;  3/30/51,  22.6;  11/15/51,  25.35  U/2/52,  20.0; 
9A2/52,  23.U;  11/5/52,  23.1* 

3N/6E-36HI— Reference  point-slot  cut  in  casing  above  concrete  base,  elevation 
U0.3  feet.  0.53  mile  north  of  Eight  Mile  Road,  west  side  of  U.  S.  Highway  99. 
10/1UA8,  3U.0;  I/I8/U9,  30.9;  3/29/U9,  29.U;  10/20A9,  3U.3?  H/23/U9,  33.0; 
1A3/50,  31.8;  3/22/50,  30.9;  HA/50,  33o95  3/30/51,  27.6;  11/15/51,  30.0; 
U/l/52,  23.2;  9/12/52,  30.U;  11/10/52,  28.2;  3/26/53,  2Lu7. 

3N/65- 36 Ll— »Re f erence  point-under  flange  coupling  on  discharge  pipe,  elevation 
36.5  feet.  0.U6  mile  north  of  Eight  Mile  Road,  east  side  of  Douglas  Road, 
10/1UA8,  25.7;  I/I8/I49,  2lj.'6;  3/31/U9,  23.5;  IO/20/U9,  26.3;  H/23/U9,  2U.9; 
IA3/50,  19.U;  3/22/50,  18.1;  11/1/50,  25.7;  3/30/51,  17.1;  ll/lU/5l,  22.1; 
U/l/52,  17. h;   9/12/52,  20.2;  ll/l2/52,  20.2. 

3N/6E-36QI— Reference  point-top  of  flange,  elevation  29.7  feet.  0.13  mile 
north  of  Eight  Mile  Road,  0.50  mile  west  of  U.  S.  Highway  99.  10/1U/U8,  18.9; 
I/I8/U9,  18.U;  3/29/U9,  17.2;  10/20/U9,  19.7;  11/23/U9,  18.6;  1/13/50,  18.9; 
3/22/50,  17.2;  11/1/50,  19.0;  3/30/51,  13.3s  n/15/51,  16.3;  U/l/52,  10.3; 
9/12/52,  12.U;  11/5/52,  1U.5;  3/26/53,  ll.U. 

3N/"E-1G3— 'Reference  point-crack  between  pump  base  and  concrete  base, 
elevation  91.0  feet.  0.10  mile  west  of  State  Highway  88,  0.07  mile  south 
of  Erandt  Road.  10/22/U8,  58.1;  I/2U/U9,  56.1;  2/17/U9,  56.0;  3/28/U9,  5$>k; 
6/6/U9,  63.O;  7/6/U9,  63.8;  8/1/U9,  6U.U;  9/5/U9,  63.8;  IO/7/U9,  61.9;  10/lQ/h99 
61.5;  11/22/U9,  58,7;  1/10/50,  57.7;  2/16/50,  57.3j  3/2U/50,  57.8;  5/U/50, 
62.0;  5/31/50,  62.8;  7/5/50,  6U.8  (oper.);  8/U/50,  62.7;  8/31/50,  65.9  (oper.); 
loA/50,  63.0;  10/31/50,  61.0;  3/29/51,  58.8;  ll/lU/5l,  6.8;  3/31/52,  56.0; 
11/10/52,  61.2;  3/25/53,  57.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-1N3— Reference  point-hole  in  pump  base,  elevation  85.6  feet,     0.5  mile 
south  of  State  Highway  12,  O.Oi*  mile  west  of  State  Highway  88.     10/22/1*8, 
50,8;  l/2l*/i*9,   53.3;  3/28/1*9,  52.95  10/18/1*8,  59.0;   11/22/1*9,  56.6;  1/10/50, 
55.U;  3/27/50,  tt.9;  10/31/50,  59.1;  3/29/51,  5U.1*;  ll/lU/51,  57.0;  3/31/52, 
51+.1;  11/10/52,  57.1*;  3/25/53,  55.6. 

3N/7E- 3R1— -Re fere nee  point-hole  in  pump  base,  elevation  76  feet.     0.26 
mile  east  of  Locust  Road,  0.1*2  mile  south  of  State  Highway  12.     10/18/1*8, 
1*8.9;  1/18/U9,  U6.9;  3/29/U9,  U8.3;  10/18/1*9,  31.1*;  11/21/1*9,  1*9.8;  1/10/50, 
1*8.9;  3/23/50,  5U.U;  11/2/50,  51.9;  3/30/51,  1*7.6;  11/15/51,  51.8;  3/31/52, 
1*6.1*;  11/12/52,  1*9.3. 

3N/7E-Ii bL— 'Reference  point-hole  in  pump  base,  elevation  73  feet.     0.1*3 
mile  north  of  State  Highway  12.  0.02  mile  west  of  Cherry  Road.     IO/I9/I+8, 
10.1;  I/I8A9,  1*0.6;  3/29A9,  U3.9;  6/6/1*9,  U7.1;  7/6/1+9,  1*7.5;  8/1/1*9,  1*5.1; 
9/5/1*9,  ItU.O;  10/7/1+9,  1*2.6;  10/18/1+9,  1*2.1*;  11/21/1+9,  1*1.2;  1/9/50,  1+2.3; 
2/16/50,  1*2.8;  5A/50,  55.0;  5/31/50,  51+.3;  7/5/50,  1*8.6;  8/l*/5o,  1*7.0;  8/31/50, 
1*6.1;  10/U/51,  1*3.1*;  10/31/50,  1*2.6;  3/30/51,1*7.3;  11/15/51,  la.l;  U/l/52, 
1*3.0;  11/12/52,  1*0.2. 


3N/7E-1+P1 — Reference  point-hole  in  pump  base,  elevation  71. 1*  feet.     0.1*  mile 
south  of  State  Highway  12,  west  side  of  Alpine  Road.     IO/19A8,  1*2,1*; 

n/nP/l.o       l.o    o.    o  /t  n  /l.n       Co    t  -     i/on/l.rt       l.r.   -1  .     n /£.  t\.n      \.n    o.     Q /i  /l.o       I.Q    o. 


8/31/50,  1*8.1;  10/U/50,  1*5.1;  10/31/50,  1*1*.3;  3/30/51,  1+5.6;  11/15/51,  1+2.8; 

•3/-5T  /CO       1,0. H.     -J/OC/CT-J       t7    1 


3/31/52,  1+2,0-  3/25/53,  57.1. 

3N/7E-5Q1 — Reference  point-top  of  casing,  elevation  65  feet.  East  side  of 
Tecklenburg  Road,  0.1*1  mile  south  of  State  Highway  12.  10/19/1*8,  1*7.8; 
1/18/1*9,  37.7;  3/29/1*9,  1*6.2;  10/18/1*9,  39.0;ll/llA9,  38.li;  1/9/50,  39.6; 
10/31/50,  39.5;  3/30/51,  1+2.3;  n/15/51,  37.8;  1*/V52,  39.3;  n/12/52,  36.3. 

3N/7E -6H1 — Reference  point-hole  in  pump  base,  elevation  58  feet.  0,05  mile  east 
of  Myrtle  Road,  0.06  mile  north  of  State  Highway  12.  IO/I9/I+8,  3I+.8;  1/18/1+9, 
33.1*;  3/29/1+9,  35.6;  10/18/1*9,  35.9;  11/21/1+9,  3l*.l;  1/9/50,  3U.lj  10/31/50, 
36.1;  3/30/51,  35.7;  11/16/51,  3l*.l;  U/l/52,  30.6;  11/12/52,  33.9. 

3N/7E-7H2— Reference  Point  -I-beam  at  top  of  pit,  elevation  60  feet.  West 
side  of  Central  California  Traction  Company  Railroad,  1  mile  south  of  State 
Highway  12.  IO/19A8,  57.2;  1/18/1*9,  38.9;  3/29/1*9,  1*2.3;  10/18/1*9,  1*0.2; 
11/21/1*9,  39.9;  1/9/50,  39.5;  10/31/50,  1*1.2;  3/30/51,  1*2.7;  11/16/51,  1*2.3; 
U/l/52,  37.7;  11/12/52,  37.1*;  3/25/53,  10+.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAOUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-9H1— Reference  point-hole  in  pump  base,  elevation  6°.2  feet,  0,32  mile 
east  of  Alpine  Road,  0.65  mile  north  of  Kettleman  Road,     10/18/U8,  U3»8; 
I/I8A9,  Ul.5;  3/29/U9,  1*6.1$  IO/18/U9,  U5.1*;  H/21/U9,  hh.O;  1/9/50,  UU.3; 
3/23/50,  55.3s-  10/31/51,  U5.3;  11/16/51,  3U.1;  3/31/52,  U2.3;  11/12/53,  U3.2. 

3N/7E-9P1-- Reference  point-top  of  casing  elevation    65.1  feet.     0.22  mile 
north  of  Kettleman  Road,  0.02  mile  west  of  Alpine  Road.     10/18/U8,  U2.3; 
1/18/U9,  U0.95   3/29/U9,  U8.2;  10A8A9,  U3«U;  11/21/1*9,  U2.U;  1/9/50,  UU.Uj 
10/31/50,  UU»95  3/29/51,  U9.65  11A5/51,  U3.2;  3/31/52,  la.85.  11/12/52,  UO.U. 

3N/7E-10F1 — Reference  point-hole  in  pump  base,  elevation  71  feet.     O.37  mile 
north  of  Newfield  Road,  0.0?  mile  west  of  Locust  Road.     UAA9,  1*9.3;  5/3A9, 
78.9  (oper.);  6/2A9,  58.6;  7/l/i*9,  73.2  (oper.);  8/1/1*9,  $h.9;  9/2/1*9,  52.8; 
10/3/1*9,  50.7;  U/3/50,  55.95  5A/50,  79.2  (oper.);  6/1/50,  60.8;  6/29/50, 
58.3j  8/1/50,  52.7. 

3N/7E-11G1 — Reference  point-hole  in  side  of  base,  elevation  78.5  feet.     0.5 
mile  north  of  Kettleman  Road,  east  of  Tretheway  Road.     10/l8/l*8.  56.8;  1/18/1*9, 
5o.U;  3/29/U9,  50.3;  10/18A9,  55.9;  11/21/1*9,  5U.0;  l/ie/5o,  52.7;  3/27/50, 
53.5;  10/31/50,  56.8;  3/29/51,  51.2;  ll/ll*/5l,  55.8;  3/31/52,  5o.l*; 
11/12/52,  56.5. 

3N/7E-13I1 — Reference  point-hole  in  pump  base,  elevation  78.2  feet.  0.5  mile 
west  of  Jack  Tone  Road,  0.26  mile  north  of  Harney  Lsne.     10/ll*/l*8,  53.8; 
1/21/1*9,  52.1*;  1*/1*/1*9,  1*9.2;  5/3/1*9,  55.7;  6/2/1*9,  78.1*  (oper.);  7/1/1*9, 
78.8  (oper.);  8/1/1*9,  59.7;  9/2/U9,  61.U;  10/3/1*9,  58.2;  IO/I9/U9,  57.8; 
11/22/1*9,  53.9;  1/12/50,  52.1;  3/27/50,  52.1;  11/2/50,  58.7;  3/28/51,  51.2; 
II/19/51,  60.8;  3/31/52,  50.5;  11/10/52,  56.9. 

3K/7E-13Nl~Reference  point-slot  in  pump  base,  elevation  77 .U  feet.  0.97  mile 
wes£  of  Jack  Tone  Road,  0.12  mile  north  of  Harney  Lane*     lo/ll*/l*8,  62.8; 
I/21A9,  56.9;  3/28/1*9,  52.6;  IO/19/U9,  60.3;  11/22/1*9,  56.5;  1/11/50,  55.0; 
3/2U/50,  5U.I*;  10/30/50,  59.6;  3/28/51,  51*.2;  11/13/51,  58.8;  3/31/52,  53.7; 
H/lo/52,  oper. 

3N/7E-13J1— Reference  point-top  of  casing,  elevation  72  feet.     0.18  mile 
west  of  Jack  Tone  Road,  0.U5  mile  north  of  Harney  Lane.     11/13/29,  3  7.5; 
10/23/30,  Uo.3;  12/8/31,  1*1.0;  11/7/32,  1*2.8;  12/23/33,  1*3.2;  11/19/3U,  1*1*.7; 
11/9/36,  1*5.3;  H/8/37,  U5.1;  1/16/39,  U3.1;  1/22/1*1,  U3.9. 

3N/7E-13R1— Reference  pump  -hole  flange,  elevation  75  feet.     0J.0  mile 

north  of  Harney  Road,  west  side  of  Jack  Tone  Road.     11/19/1*7,  53.5;  12/13/U8, 

55.1*;  12/7/1*9,  58.2;  IO/30/50,  59.1*;  11/28/51,  62.5. 

3N/7E-lljAl — Reference  point-hole  in  pump  base,  elevation  76.1*  feet.     0.12  mile 
east  of  SJste  Highway  88,  0.23  mile  south  of  Kettleman  Road.     10/l8/l*8, 
5U.9;  1/18/U9,  51.1;  3/28/1*9,  50.2;  10/18/U9,  58.6;  11/21/19,  55.5;  l/ie/50, 
53.7;  3/27/50,  52.U5  10/31/50,  58.9;  3/29/51,  53.5;  11/16/51,  58.1;  3/31/52, 
52.3;  11/10/52,  57.1*;  3/25/53,  53.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements     Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-15C1 — Reference  point-slot  in  pump  base,  elevation  70.6  feet,     O.lU 
mile  east  of  Locust  Road,  south  of  Kettleman  Road.     10/18/U8,  U8.55  I/I8/U9, 
U5.U,-  3/29/U9,  U7.U;  IO/I8/U9,  50.8;  II/21A9,  U9.O5  1/10/50,  U8.1;  3/23/50, 
55.2;  10/31/50,  52.35  3/29/51,  U6.35  11/15/51,  U9.9;  3/31/52,  U5.6;  11/12/52, 
U8.2;  3/25/53,  52.2. 

3N/7E-15A3 — Reference  point-slot  in  pump  base,  elevation  73*6    feet.     0,13 
mile  south  of  Kettleman  Road,  0.36  mile  east  of  Locust  Road.     10/18/U8,  56,5; 
I/I8/U9,  50.5;  3/29/U9,  51.2;  IO/18/U9,  56. 3 j  H/21/U9,  5U.U;  1/10/50,  52.7; 

10/31/50,   59.15   3/29/51,   51.6;  11/1U/51,  62.2;    3/31/52,   51.35   11/12/53,    5U.2. 

3N/7E-15h1— Reference  point-plug  in  pump  base,  elevation  70  feet.     O.UU  mile 
west  of  Locust  Road,  0.5U  mile  north  of  Harney  Lane.     10/28/U8,   52.0;   1/25A9, 
U9.6;  3/29/U9  u8.8;  IO/21/U9,  5U.2;  II/25/U9,  53.U;  1/12/50,  52.1;  3/28/50, 
52.1;  11/2/50,  55.6;  3/29/51,  50.7;  11/16/51,  55.0;  3/31/52,  50.U;  11/12/52,  53.1. 

3N/7E-16G1 — Reference  point-hole  in  pump  base,  elevation  6U.7  feet.     0,03 
mile  east  of  Alpine  Road,  0.70  mile  north  of  Harney  Lane,     10/28/h8,  1*5.8; 
1/19/U9,  U3.9;  10/18/U9,  U9.1;  H/21/U9,  U8.2;  3-/9/50,  I|6,5;  H/2/50,  50.9; 
3/30/51,  U9.1;  H/lU/51,  50.8;  3/31/52,  hh.h;  11/12/52,  50.8, 

3N/7E-17 J2 — Reference  point-slot  in  concrete  base,  elevation  58  feet.     O.OI4. 
mile  east  of  Jackson  Road,  0.U9  mile  north  of  Harney  Lane.     10/28/U8, lil.7; 
1/19A9,  Ul.l;  3/29A9,  U5.0;  10/18A9,  U3.0;  11/21/U9,  U2.I5  1/9/50,  1*2.8; 
10/31/50,  Ui.2;  3/30/51,  UU.H;  ll/lU/51,  U5.8;  UA/52,  Uo.3;  11/12/52,  1*0.3. 

3N/7E -2 0  Jl— Re f er ence  point-hole  in  pump  base,  elevation  5U  feet.     0.18 
mile  south  of  Hogan  Road,  0.25  mile  east  of  Angier  Road,     10/28 A8,  1*7.1; 
1/19/U9,  U5.6;   3/29/U9,  1*6.1*;  IO/I8/U9,   50.6;  11/21/1*9,  U8.3;  1/9/50,  1*7.0; 
3/23/50,  1*9.7;  10/31/50,  U9.7;  3/30/51,  1*1*.!*;  ll/ll*/5l,  1*7.2;  l*/l/52,  1*2.7; 
11/12/52,  1*8.6>  3/25/53,1*6.1*. 

3N/7E-20P2 — Reference  point-hole  ifl  pump  base,  elevation  50  feet.  0.1*1  mile 
east  of  Central  California  Traction  Company  Railroad,  0,08  mile  south  of 
Haight  Road.     IO/28/U8;  1*1*.8;  1/19/U9,  U2.3;   3/29/1*9,  ltl.5;  10/18/1*9,  U6.8; 
11/21/U9,  1*6.0;  1/9/50,  UU.6;  3/23/50,  UU.0;  10/31/50,  1*8.5;  3/30/51,  39.7; 
ll/lii/51,  UU.U;  U/l/52,  39.5;  11/12/52,  U3.9. 

3N/7E-21J2 — Reference  point-hole  in  pump  base,  elevation  63  feet.     0.1*9  mile 


east  of  Sacramento  Road,  0.01*  mile  south  of  Hogan  Road.  10/28/1*8,  52.5; 
I/19/U9,  U9.3;  3/29A9,  W.l;  IO/18A9,  56.3;  11/21/1*9,  5U.U;  1/9/50,  52.1*; 
3/23/50,  52.95  10/31/50,  58.8;  3/30/51,  U8.9;  11/1V51,  60.1;  U/l/52,  1*8.2; 
11/12/52,  60.3. 

3N/7E-22Q1— Reference  point-top  of  concrete  base,  elevation  63  feet.     1.20 
miles  east  of  Alpine  Road,  0.80  mile  south  of  Harney  Road,     IO/28/U8,  52,3; 
1/25A9,  50.8;  3/30/1*9,  U7.5;  10/I8A9,  56.6;  11/18/1*9,  51*.6;  1/12/50,  52.2; 
3/23/50,  50.8;  11/2/50,  56.3;  3/27/51,  53.3;  H/lU/51,  56.65  U/l/52,  U9.I5 
11/5/52,  57.1. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOSQUIN  AREA  (Continued) 
Measurements  Mgde  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-23Jl~Reference  point-top  of  concrete  base,  elevation  73.2  feet.     0.6 
mile  south  of  Harney  Lane,  0.6U  mile  east  of  State  Highway  88.     11/1/U8, 
$h.9l  1/19/U9,  52.3;  WU9,  50.5;  $/3/k9,  57.U  (oper.);  6/2/U9,  57.7  (oper.); 
7/lA9>  67.0  (oper.);  8/I/U9,  69.2  (oper.);  9/2/U9,  6U.7  (oper.);  IO/3/U9, 
6U.6  (oper.);  10/19A9,  59.6;  11/22A9,  56.3;  l/n/50,  5U.h;  3/2U/50,  51.9; 
5/1/50,  57.1,-  6/1/50,  6U.6  (oper.);  6/29/50,  65.6;   (oper.);  8/1/50,  6U.7  (oper.); 
9/6/50,  72.0  (oper.) j  10/2/50,  63.5;  10/30/50,  58.9,-  3/28/51/  53.9;  n/l6/5l, 
57.9;  3/31/52,  U9.U;  11/10/52,  59.9. 

3N/7E-2ljEl— Reference  point-slot  in  pump  base,  elevation  7U.1  feet.  0.28  mile 
south  of  Harney  Road-  0.03  mile  east  of  Hibbard  Road.     lo/lh/U8,  53.U; 
I/21/U9,  U9.6;  3/28/U9,  U8.U;  10/19A9    58.3;  H/22/U9,  5k.2;  1/11/50,  52.5; 
3/2U/504  5l.O;10/30/50,  57.2;  3/28/51  ,  50,lt;  11/13/51,  59.5;  3/31/52,  li9.9; 
11/10/52,  60.1;  3/25/53,  52.2. 

3N/7E-2UQ1— Reference  point-hole  in  base,  elevation  7U.9  feet.    0.33  mile 
west  of  Jack  Tone  Road,  0,03  mile  south  of  Central  Road.    10/15/U8,  56.6; 
1/21/U9,  50.8;  3/28/U9,  U8.7;  IO/19A9,  60.3;  II/22A9,  57.5;  l/n/50,  5U.3; 
3/2U/50,  52.6;  10/30/50,  61.1;  3/28/5l,55.U;  11/13/51,  63.5;  3/31/52,  53.1$ 
llAo/52,  62.0. 

3N/7E-25H-- Reference  point-hole  in  pump  base,  elevation  72.7  feet.     0.62 
mile  west  of  Jack  Tone  Road,  north  of  Tokay  Road.     10/18/U8,   51*1;  1/21/U9, 
U7.9;  3/28/U9,  U6.5;  10/19A9,  5U.8;  11/21/1*9,  51.9;  l/H/50,  50.2;  3/2U/50, 
U9.0;  10/30/50,  53.9;  3/28/51,  I19.I3  H/16/51,  53.5;  3/31/52,  U7.3;  11/10/52, 
5U.1;  3/25/53,  52. U. 

3N/7E-26  CL— .Reference  point-top  of  casing,  elevation  6U  feet.     0.10  mile 
east  of  State  Highway  88,  0.50  mile  north  of  Live  Oak  Road.     10/28/1$, 
53.9;  1/19A9,  U9*5;  3/29A9,  U8.3;  IO/19/U9,  56.0;  II/22A9,  53.7;  1/11/50, 
52.3;  3/28/50,  51.9;  10/31/50,  $$.$;  3/29/51,  53.8;  11/16/51,  5U.7;  3/31/52, 
1*9.1;  11/10/52,  55.1;  3/25/53,  U9.U. 

3N/7E-25G1 — Reference  point-slot  in  concrete  base,  elevation  75*7  feet.     On 
side  of  Live  Oak  Road,  0.28  miles  west  of  Jack  Tone  Road.     12/ll/kl9  1*9.1; 
3/3/U8,  53.8;  II/29A8,  52.9;  3/8/U9,  50.3;  WU9,  U9.6;  11/11/U9,  55.9; 
U/5/50,  52.5;  11/7/50,  56.5;  U/3/51,  52.7;    11/21/51,  56.2;  1/3/52,  53.5; 
11/7/52,  57.6;  3/26/53,  56.2* 

3N/7E -2 6H1 — Re f er ence  point-hole  in  pump  base,  elevation  66.2  feet.     On  north 
side  of  Live  Oak  Road,  0.58  mile  east  of  Highway  88.     12/l7/h7,  U7„0;   3/3/U8, 
U8.25  11/28A8,  50.7;  2/3/U9,  U8.7;  3/8/U9,  U8.2;  U/I/U9,  U8.2;  II/I1A9,  53.7; 
U/9/50,  51.5;  ll/6/5o,  5!i.3j  k/3/51,  U9.1;  11/23/51,  well  capped. 

3N/7E-30  KL— Reference  point-top  of  casing  at  south  side  of  pump,  elevation 
U5  feet.     0.66  mile  east  of  U.  S.  Highway  99,  0.1  mile  south  of  Live  Oak  Road. 
10/28A8,  U3.3;  1/19/U9,  hi. hi  3/29/k9>  U0.I3  IO/I9/U9,  U5.2;  11/21/U9,  Wi.2; 
1/9/50,  U2.2;  3/22/50,  50.8;  IO/31/50,  Uii.l;  3/30/51,  3U.1;  ll/lU/51,   Wtfft 
U/l/52,  32.5;  11/12/52,  38.9;  3/25/53,  3U.9. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-31G2— Reference  point-top  of  casing,  elevation  1+2  feet.     0.73  mile 
north  of  Eight  Mile  Road,  0.61  mile  east  of  U.  S.  Highway  99.     10/28/U8, 
38.55  1/19A9,  35.5;  3/29A9,  33.1;  10/19/U9,  1*0,3;  11/21/U9,  39.1;  1/9/50, 
37.2;  3/22/50,  3U.U;  10/31/50,  1*0.6;  3/30/51,  29.7;  11/16/51,  35.6;  U/l/52,  26.1; 
11/12/52,  32.0. 

3N/7E-32F1 — Reference  point-hole  in  north  side  of  pump  base,  elevation  1+6. feet. 
0.U9  mile  east  of  Central  California  Traction  Company  Railroad,  0.66  mile 
north  of  Eight  Mile  Road.    10/28/1$,  1+3.9;  1/25A9,  Ul.5;  3/29A9,  39*8; 
10/18/1+9,  U7.1;  H/I8/U9,  U6.1;  1/12/50,  l+lu2;  3/23/50,  39.6;  10/31/50, 
U6.9;  3/30/51,  33.2;  11/16/51,  1+2.5;  U/l/52,  32.6;  11/5/52,  oper.;  3/25/53, 
33«9» 

3N/7E-33E1--Reference  point-plug  hole  on  side  of  pump  base,  elevation  1+7  feet. 
0.68  mile  west  of  Sacramento  Road,  0.57  mile  north  of  Eight  Mile  Road. 
5/3A9,  72.9  (oper.);  6/1/1+9,  73.3  (oper.);  7/1/U9,  U9.1;  8/1/1+9,  75.1  (oper.); 
9/1A9,  57.2;  10/3/19,  51.2. 

3N/7E-33 Jl— Reference  point-top  of  concrete  elevation  60. 1+  feet,,     On  east  side 
of  Alpine  Road,  0.5  mile  north  of  Eight  Mile  Road.     12/10/1+7,  1+5.1;  3/3/U8, 
1+5.2;  11/29/U8,  1+6.8;  2/3/1+9,  UU.8;  3/8/U9,  U3.9;  U/1A9,  U2.8;  11/11/1+9, 
51.2;  3/30/50,  1+1+.7;  n/7/50,  5o.l;  1+/5/51,  1+2.5;  n/23/51,  50.7;  U/7/52, 
1+0. l+;  n/lO/52,   well  plumed,  C.N.ll. 

3N/7E-33N1 — Reference  point-top  of  casing,  elevation  50.9  feet.     On  north  side 
of  Eight  Mile  Road,  0.66  mile  west  of  Alpine  Road.     12/10/1+7,  1+U.1+;  11/29/U8, 
U7.2;  3/8/1+9,  1*3.5;  U/5A9,  U8.1;  11/11A9,  50.5. 

3N/7E-3Ua2— Reference  point-top  of  casing,  elevation  60. 1  feet.     On  west  side 
of  Highway  88,  O.9I+  mile  north  of  Eight  Mile  Road.     12/1/1+7.  lllu?;   3/3 A8, 
1+1+.1+;  11/29A8,  1+5.6;  2/3/1+9,  UU.3;  2/10/1+9,  UU.l;  3/8/1+9,  U3«8;  1+/1/1+9,  U3.2; 
5/6/1+9,  U6.1+;  11/11/U9,  U9.6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 

WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 

Measurements  Made  by  Division  of  Water  Resources 

(Depths  to  water  in  feet  measured  from  reference  point) 

3N/7E-34G1 — Reference  point-hole  in  side  of  pump,  elevation  60.9  feet.  0.5  mile 
north  of  Eight  Mile  Road,  0.28  mile  west  of  Highway  88.   12/2/47,  44.5;  3/3/48,  47.7: 
11/29/48,  47.3;  3/8/49,  45.2;  4/5/49,  44.2;  11/11/49,  51.5;  3/31/50,  47.0;  11/7/50, 
52.6;  4/3/51,  44.8;  11/26/51,  53.3;  11/10/52,  44.8. 

3N/7E-35C1 — Reference  point-top  of  casing,  elevation  62.4  feet.  1.0  mile  north  of 
Eight  Mile  Road,  0.27  mile  east  of  Highway  88.     12/1/47,  44.2;  3/3/48,  46.2; 
Ll/29/48,  47.5;  3/8/49,  45.8;  4/5/49,  45.2;  11/11/49,  51.3. 

3N/7E-35-C2 — Reference  point-top  of  casing,  elevation  62.2  feet.  0.84  mile  north  of 


Light  Mile  Road,  0.5  mile  east  of  Highway  88.     12/1/47,  40.9;  3/3/48,  45.3;  n/29/4; 
'^4.0;  3/8/49,  41.8;  4/5/49,  41.0;  11/11/49,  47.2;  3/31/50,  44.7;  11/6/50,  47.3; 
^/5/51,  42.7;  11/26/51,  46.6;  4/3/52,  44.8;  11/10/52,  45.4;  3/26/53,  43.0. 

3N/7E-35I1 — Reference  point-top  of  casing,  elevation  64.5  feet.  0.57  mile  east  of 


highway  88,   0.38  mile  north  of  Eight  Mile  Road.  12/1/47,  47.6;  3/3/48,  50.5; 
LL/29/48,  49.8;  3/8/49,  47.0;  4/5/49,  46.3;  11/11/49,  52.3;  3/31/50,  48. 0;  11/6/50, 
xL.7;  4/5/51,  47.2;  11/26/51,  52.1;  4/3/52,  51.0;  11/10/52,  47.2;  3/26/53,  44.3. 

M/7E-36P1 — Reference  point-slot  between  base  boards,  elevation  68.7  feet.  0.89  mil' 


/est  of  Jack  Tone  Road,  0.86  mile  north  of  Eight  Mile  Road.  12/1/47,  45*0;  3/3/48, 
,9.3;  4/1/48,  44.7;  11/30/48,  47.7;  11/11/49,  50.7;  4/5/50,  47.4;  11/8/50,  50.8; 
i/3/51,  48.1;  11/21/51,  58.7;  4/3/52,  45.4;  11/7/52,  49.7;  3/26/53,  45.7. 

SN/7E-3 6.ffl— Reference  point-slot  in  concrete  base,  elevation  78.2  feet.  On  north 


ide  of  Calavaras  River,  0.32  mile  west  of  Jack  Tone  Road.  12/1/47,  52,6;  3/17/48, 
J4.9;  4/14/48,  52.7;  5/4/48,  53.0;  9/21/48,  63.8;  11/30/48,  55.9;  1/1C/49,  54,6; 
yi/49,  52.6;  11/11/49,  58.6;  4/5/50,  55.4;  11/7/50,  58.3;  4/3/51,  54.7;  4/3/52, 
i2.4;  11/7/52,  56.8,  3/26/53,  50.1. 

1N/7E-36N1 — Reference  point -hole  0.2  foot  above  top  of  casing,  elevation  70,0  feet. 


)n  north  side  of  Eight  Mile  Road,  0.79  mile  west  of  Jack  Tone  Road.  11/26/47, 
7.9;  3/3/48,  53.5;  4/8/48,  48.2;  5/4/48,  47.5;  9/21/48,  60.1;  11/30/48,  50.8; 
2/28/48,  49.8;  3/9/49,  47.6;  4/1/49,  46.2;  11/11/49,  53.5;  4/5/50,  49.1;  11/8/50, 
■2.6;  4/3/51,  47.6;  11/21/51,  52.9;  4/3/52,  46.3;  11/7/52,  50.2. 

N/8E-3R1 — Reference  point-hole  in  base  at  intake  pipe,  elevation  148  feet.  0.85 


ile  south  of  Brandt  Road,  0.1  mile  west  of  Clements  Road.  10/25/48,  80.3;  1/21/49, 
7.2;  3/28/49,  74.8;  10/19/49,  80.2;  11/21/49,  79.2;  1/11/50,  77.7;  3/27/50,  79.7; 
/28/51,  76.2. 

N/8E-4Q1 — Reference  point-top  of  brick  curb,  elevation  121.2  feet.  150  feet  north 


f  Sargent  Road,  600  feet  east  of  Linn  Road.  11/25/49,  82.3;  3/27/50,  81.6; 
0/30/50,  85.2;  3/28/51,  85.I;  11/19/51,  83.9;  3/31/52,  84.3;  11/10/52,  86.9; 
/25/53,  85.1. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/8E-5B3 — Reference  point-top  of  casing,  elevation  109  feet.  0.65  mile  east  of 


Tully  Road,  south  side  of  Brandt  Road.  10/21/48,  71.3;  1/18/49,  67.8;  3/28/49,  67. C 
10/19/49,  73.3;  11/21/49,  71.3;  1/11/50,  70.0;  3/24/50,  69.0;  10/31/50,  74.1; 
3/28/51,  70.0;  3/31/52,  70.4;  11/10/52, oper. 

3.N/8E-6H2 — Reference  point-pipe  in  base,  elevation  100  feet.  0.5  mile  south  of 


Brandt  Road,  0.1  mile  west  of  Tully  Road.  10/21/48,  63.9;  1/18/49,  62.3;  3/28/49, 
61.7;  10/19/49,  67.8;  11/22/49,  65.2;  1/11/50,  64.O;  3/24/50,  63.2;  10/30/50,  64.4; 
3/29/51,  65.1;  11/13/51,  75.3;  3/31/52,  64.3;  11/10/52,  69.4;  3/25/53,  69.6. 

3N/8E-7D1 — Reference  point-hole  in  pump  base,  elevation  87  feet.  1.1  mile  south  of 


Brandt  Road,  east  side  of  Jack  Tone  Road.  10/22/48,  58.9;  1/18/49,  55.7;  3/28/49, 
54.9;  10/20/49,  63.4;  11/21/49,  59.5;  1/11/50,  58.0;  3/27/50,  57.8;  10/31/50,  62.2; 
3/29/51,  58.9;  11/14/51,  61.9;  3/31/52,  57.2;  11/10/52,  63.9;  3/25/53,  59.2, 

3N/3E-7Q1 — Reference  point-top  of  casing,  elevation  93  feet.  0.4  mile  north  of 


Tully  Road,  north  side  of  Kettleman  Road.  10/22/48,  59.5;  1/18/49,  57.8. 
3N/8E-7Q2 — Reference  point-top  of  casing,  elevation  93  feet.  0.08  mile  north  of 


Kettleman  Road,  0.4  mile  west  of  Tully  Road.  3/28/49,  57.1;  10/20/49,  64.5; 
11/21/49,  61.7;  1/11/50,  60.6;  3/24/50,  59.9;  10/31/50,  64.9;  3/29/51,  64.8; 
11/14/51,  66.0;  3/31/52,  61.7;  11/10/52,  68.1;  3/25/53,  62.7. 

3N/8E-8E1 — Reference  point-slot  in  base,  elevation  97  feet.  0.15  mile  east  of  Tully 


Road,  0.75  mile  north  of  Kettleman  Road.  H/8/48,  64.3;  1/18/49,  63.0;  3/28/49, 
52.4;  10/19/49,  72.0;  11/21/49,  66.3;  1/11/50,  65.3;  3/27/50,  66.9;  10/30/50,  68.9; 
3/28/51,  68.3;  11/13/51,  70.4;  3/31/52,  65.7;  11/10/ 52,  71.7;  3/25/53,  67.3. 

3N/8E-9Q1 — Reference  point-copper  bench  mark  on  well  cover,  elevation  127  feet.  300 


feet  north  of  Kettleman  Road,  300  feet  east  of  Linn  Road.  11/25/49,  91.8;  3/27/50, 
?1.4;  10/30/50,  103.3;  3/28/51,  94.6;  11/19/51,  96.2;  3/31/52,  93.7;  11/10/52,  98.8; 
3/25/53,  94.4. 

3N/8E-11N1 — Reference  point -crack  in  2"  x  8"  pump  support,  elevation  166  feet.  120 


feet  northeast  of  intersection  of  Kettleman  and  Clements  Roads.  12/14/1$*  101.6; 
L2/7/49,  104.2;  10/31/50,  91.4;  11/28/51,  91.3. 

3N/8E-15A1 — Reference  point-top  of  concrete  pit,  elevation  152.7  feet.  0.2  mile 


*est  of  Clements  Road,  0.1  mile  south  of  Kettleman  Road.  11/13/29,  94.5;  10/23/30, 
W.5s  12/8/31,  96.0;  11/7/32,  97.9;  12/27/33,  99.3;  11/19/34,  99.6;  11/9/36,  101.5; 
Q/8/37,  101.0;  1/16/39,  100.4;  1/22/41,  101.3;  11/19/47,  91.8;  10/21/48,  92.0; 
L/21/49,  91.3;  3/28/49,  91.1;  10/19/49,  93.9;  11/21/49,  92.7;  1/11/50,  91.8;  3/27/5C 
?1.6;  10/30/50,  91.4;  3/28/51,  91.1;  3/31/52,  92.5;  11/10/52,  91.6;  3/25/53,  92.6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/8E-19C1 — Reference  point-slot  in  concrete  base,  elevation  86.6  feet.  0.27  mile 


ast  of  Jack  Tone  Road,  0.03  mile  south  of  Harney  Lane.  10/15/48,  64.6;  1/21/49, 
$1.3;  3/28/49,  55.8;  11/22/49,  65.1;  1/11/50,  62.5;  3/24/50,  61.8. 

3N/8E-19B1 — Reference  point-pipe  in  base,  elevation  100  feet.  O.64  mile  east  of 


Jack  Tone  Road,  south  side  of  Harney  Lane.  10/14/48,  71.9;  1/21/49,  70.1;  3/28/49, 
$9.2;  10/19/48,  73.6;  11/22/49,  73.5;  1/11/50,  73.1;  3/24/50,  72.0;  10/30/50,  76.2; 
J/28/51,  73.9;  11/19/51,  78.5;  3/31/52,  75.1;  3/25/53,  75.8. 

JN/8E-19M2 — Reference  point-hole  in  pump  base,  elevation  78.1  feet.  0.08  mile  east 


3f  Jack  Tone  Road,  0.52  mile  south  of  Harney  Lane.  10/15/48,  54.2;  1/21/49,  52.2; 
J/28/49,  48.8;  10/19/49,  57.9;  11/22/49,  55.0;  1/11/50,  53.1;3/24/50,  51.6;  10/30/5C 
57.6;  3/28/51,  52.9;  11/13/51,  57.6;  3/31/52,  52.0;  11/10/52,  59.1;  3/25/53,  53.0. 

JN/8E-19N1 — Reference  point-hole  in  pump  base,  elevation  78.6  feet.  0.04  mile  east 


5f  Jack  Tone  Road,  0.07  mile  north  of  Line  Road.  10/15/48,  49.5;  1/21/49,  51.5; 
J/28/49,  50.1;  10/19/49,  59.2;  11/22/49,  56,6;  1/11/50,  54.6;  3/24/50,  53.6. 

JN/8E-20A1 — Reference  point-2"  x  8"  under  pump  base,  elevation  106.7  feet.  O.46 


idle  east  of  Tully  Road,  0.07  mile  south  of  Harney  Road.  10/15/48,  94.3;  1/21/49, 
?1.7;  3/28/49,  90.6;  10/21/49,  77.8;  11/21/49,  76.5;  1/11/50,  74.9;  3/27/50,  74.2; 
10/30/50,  78.2;  3/28/51,  73.1;  11/16/51,  78.9;  3/31/52,  75.6;  11/10/52,  79.8. 

JN/8E-22A1 — Reference  point-hole  in  pump  base,  elevation  138.6  feet.  0.2  mile  south 


)f  Harney  Road,  0.15  mile  west  of  Clements  Road.  10/15/48,  98.1;  1/21/49,  96.6; 
J/28/49,  96.3;  10/21/49,  100.0;  11/21/49,  99.6;  1/11/50,  99.2;  3/27/50,  98.7; 
LO/30/50,  107.1  (oper.);  3/28/51,  99.3;  3/31/52,  107.1;  n/lo/52,  C.N.M.. 

M/8E-30C1 — Reference  point-I-beam  supporting  pump,  elevation  81.1  feet.  0.38  mile 


iast  of  Jack  Tone  Road,  0.04  mile  north  of  Tokay  Road.  10/15/48,  56.7;  1/21/49, 
53.1;  3/28/49,  51.8;  10/21/49,  60.3;  11/22/49,  57.3;  1/11/50,  55.7;  3/24/50,  55.2. 

JN/8E-28L1 — Reference  point -top  of  casing,  elevation  108  feet.  0.95  mile  east  of 


lully  Road,  0.5  mile  north  of  Frazier  Road.  12/9/47,  75.2;  3/3/48,  73.8;  11/29/48, 
'4.9;  3/8/49,  73.1;  4/1/49,  72.4;  11/11/49,  78.6. 

)N/8E-29G1 — Reference  point-top  of  casing,  elevation  93  feet.  Northeast  corner  of 


intersection  of  Live  Oak  and  Tully  Roads.  12/2/47,  60. 6;  3/3/48,  63.3;  11/29/48, 
i2.5;  3/8/49,  61.6;  4/1/49,  60.8;  11/11/49,  67.6;  4/5/50,  64.I;  11/7/50,  69.4; 
f/3/51,  63.8;  11/21/51,  68.4;  4/3/52,  63.6;  11/7/52,  71.3;  3/26/53,  64.I. 

M/8E-30H1 — Reference  point-hole  in  pump  base,  elevation  85.3  feet.  On  north  side 


)f  Live  Oak  Road,  0.74  mile  west  of  Tully  Road.  12/17/47,  55.5;  3/8/48,  60. 0; 
yU/48,  56.2;  5/4/48,  55.9;  9/21/48,  65.4;  11/29/48,  59.3;  1/10/49,  57.8;  2/3/49, 
J7.2;  2/10/49,  57.3;  3/8/49,  57.1;  4/1/49,  56.4;  5/5/49,  62.3;  6/3/49,  63.6;  8/3/49, 
1.0;  9/6/49,  69.7;  10/7/49,  65. 1;  11/11/49,  62.7;  4/5/50,  59.2;  n/7/50,  64.I; 
^/3/51,  59.1;  11/21/51,  64.7;  4/3/52,  58.5;  11/7/52,  63.8. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELIS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

N/8E-31C1 — Reference  point-hole  in  pump  base,  elevation  78.0  feet.  O.U  mile  north 

f  Calaveras  River,  0.U7  mile  east  of  Jack  Tone  Road.  12/l/U7,  50.2;  3/8/1*8,  5U.6, 

1/30/U8,  53.1}  2/3/U9,  51.0;  S/lO/itf ,$1.2 i.k/l/kS*  50.0;  5/5/U9, 

6.9;  7/5A9,  63.O;  8/3/U9,  7U.U;  9/6/U9,  66.2;  10/7/U9,  63.7;  11/11/U9,  56.2; 

/5/50,  53.0;  11/7/50,  56.1;  U/3/51,  52.U;  II/26/51,  56.8;  U/3/52,  5l.7;  n/7/52, 

6.3. 

N/8E-31K1— Reference  point-hole  in  side  of  casing,  elevation  79«U  feet.     0.62  mile 
ast  of  Jack  Tone  Road,   O.36  mile  north  of  Eight  Mile  Road.     12/l/U7,   U7.2;  3/8/1*8, 
7.1;  11/30/U8,  5U.95  2/3/U9,  52.9;  2/10A9,  53-3;  3/9A9,  52.9;  h/l/h9,  51.7s 
/5A9,  59.Lu 

N/8E-32G1 — Reference  point-hole  in  side  of  casing,   elevation  90.6  feet.     On  north 
ide  of  Calaveras  River,  0.16  mile  east  of  Tully  Road.     12/2/U7,  60.0;  3/3A8,  65.6; 
/7/U8,  6O.3;  5AA8,  59.6;  11/29/U8,  6U.2;  1/10/U9,  61.8$  3/8/U9,  60.8;  UA/U9, 
9.9;  11/11/U9,  66.7;  U/5/50,  63.2;  11/7/50,  67.9;  U/3/51,  62.0;  ll/2l/5l,  69.7; 
/3/52,  61.6;  11/7/52,  66.6. 

N/8E-32J1 — Reference  point- top  of  casing,  elevation  90.5  feet.     0.U5  mile  east  of 
ully  Road,  O.39  mile  north  of  Eight  Mile  Road.     11/28/1*7,  59.6;   ll/29/U8,  63. 0; 
/9/U9,  6O.7;  UA/U9,  59.95  11/11/U9,  66.8. 

N/8E-32P1 — Reference  point-hole  in  pump  base,  elevation  85*6  feet.     On  west  side 
f  Tully  Road,  0.05  mile  north  of  Eight  Mile  Road.     11/26/U7,   56.7;  3/3A8,  63.5; 


/7/U8,  56.9;  5/U/U8,  56.0;  6/1/U8,  56.0;  7/1A8,  70.8;  8/3A8,  78.3;  9/2/1*8,  77.1*; 
/21/I18,  66.7;  10/1*/1*8,  63.6;  11/3/1*8,  60.8;  ll/29/l*8,  59.8;  1/10/1*9,  58.2;  3/8/1*9, 
7.5;  l*/l/l*9,  56.5;  5/3/1*9,  60. l;  11/11/1*9,  63.1*$  3/26/53,  59.8. 

fl/8E-32P2 — Reference  point-top  of  casing,   elevation  85.0  feet.     On  north  side  of 
ight  Mile  Road,   O.U*  mile  west  of  Tully  Road.     12/6/1*7,   56.1;   3/8/1*8,  62.1*;  11/29/1*8 
9.5;  3/9/1*9,  56.7;  l*/l/l*9,  55.9;  11/11/1*9,  62.9;  U/5/50,  58.5;  n/7/50,  62.5; 
/3/51,  58.1;  11/21/51,  6l*.2;  U/3/52,  57.1*;  11/7/52,  62.2,  3/26/53  well  destroyed. 

M/8E-33N1 — Reference  point-top  of  casing,  elevation  91.0  feet.     On  north  side  of 
ight  Mile  Road,   0.6  mile  east  of  Tully  Road.     12/5/1*7,   59.3;   3/l8/t*7,   62.35 
1/29/1*8,  62.6;  3/8/1*9,  60.2;  l*/l/l*9,  59.3;  ll/ll/l*9,  66.3;  U/5/50,  62.0;  11/7/50, 
5.0;  l*/3/51,  61.6;  ll/2l/5l,  65.85  U/3/52,  61.35  n/7/52,  65.7. 

fl/9E-25lJ- — Reference  point-hole  in  pump  base,  elevation  176.6  feet.     On  west  side 
£*  Bellota  River  Road,  0.59  mile  north  of  Calaveras  River.     11/22/1*8,  53.8;  3/31/U9, 
2.95  11/1UA9,  56.0;  3/30/50,  55.3;  11/7/50,  56.2;  l*A/5l,  53.75  n/23/51,  5U.7; 
/7/52,   52.25   11/5/52,    (Oper.). 

V9E-25J 1 — Reference  point-hole  in  pump  base,  elevation  169.2  feet.  On  north  side 
f  Bellota  River  Road,  0.52  mile  nerth  of  Calaveras  River.     11/19/1*8,  UO.25  3/3l/l*9, 


3.75  11/1UA9,  Ul.85  3/30/50,  39.95  11/7/50,  39.95  U/9/51,  37.25  11/23/51,  1*3.65 
^7/52,  36.9;  n/5/52,  37.1. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

3N/9E-25R1 — Reference  point-hole   in  pump  base,   elevation  170.0  feet.     On  east  side 
of  Bellota  River  Road,   0.29  mile  north  of  Calaveras  River.     11/22/48,   41.3;  3/31/49, 
39.2;  11/14/49,  42.8;  3/30/50,  38.3;  11/7/50,  37.1;  4/4/51,  32.4;  11/23/51,  42.4; 
fc/7/52,  32.6;  11/5/52,  34.5;  3/27/53,  35.2. 

3N/9E-33J1 — Reference  point-hole  in  pump  base,   elevation  141.7  feet.     On  north  side 
Df  Calaveras  River,  1.7  miles  northeast  of  Linden  Road-Calaveras  River  crossing. 
Ll/19/48,   58.8;  3/31/49,  56.3;  11/14/49,  59.7;  3/30/50,  57.5;  11/7/50,  56.6;  4/5/51, 
55.1;  11/23/51,  59.1;  4/8/52,  55.7;  11/6/52,  56.I;  3/27/53,  56.0. 

3N/9E-33Q1 — Reference  point-slot  in  concrete  base,    elevation  141.9  feet.     On  north 
side  of  Calaveras  River,    1.55  miles  northeast  of  Linden  Road-Calaveras  River  cross- 
ing.    11/19/48,  67.5;  3/31/49,  64.2;  11/14/49,  68.3. 

3N/9E-35B1 — Reference  point-hole  in  pump  base,  elevation  202.9  feet.     1.1  miles 
>rest  of  intersection  of  Bellota  River  Road  and  Calaveras  River.     11/19/48,   88.7; 
J/31/49,  88.5;  11/14/49,  90.0;  3/30/50,  88.9;  11/7/50,  89.5;  4/4/51,  87.6;  4/7/52, 
57.3;  11/5/52,  87.1. 

3N/9E-35H1 — Reference  point-hole   in  pump  base,   elevation  162.9  feet.      0.68  mile 
lorth  of  intersection  of  Waverly  and  Bellota  River  Roads,  thence  northeast  for  0.25 
oile.     11/19/48,  47.4?  3/31/49,  45.5;  11/14/49,  48.2;  3/30/50,  46.4;  11/7/50,  46.6; 
*/4/51,  42.4;  11/23/51,  46.7;  4/7/52,  45.5;  11/5/52,  45.4;  3/27/53,  43.6. 

SN/9E-35K1 — Reference  point-hole  in  pump  base,   elevation  159.2  feet.     0.1  mile  west 
)f  intersection  of  Waverly  and  Bellota  Roads,  thence  north  for  0.5  mile,   southwest 
'or  0.15  mile.     11/19/48,  47.2;  1/10/49,  46.3;  3/31/49,  45.6;  11/14/49,  47.8. 

N/9E-36cl — Reference  point -plug  in  pump  base,   elevation  168.7.     On  north  side  of 


Calaveras  River,  0.35  mile  west  of  Bellota  River  Road.     11/19/48,  49.3;  12/29/48, 
>8.1;  3/31/49,  46.6;  11/15/49,   50.6. 

>N/9E-36a! — Reference  point-hole  in  pump  base,  elevation  174.0  feet.     On  north  side 


«f  Calaveras  River,  0.34  mile  east  of  Bellota  River  Road.     11/19/48,   50.5;  3/31/49, 
.8.1;  11/14/49,   52.0. 

N/9E-36G1 — Reference  point-hole  in  base  of  pump,  elevation  181.2  feet.     On  south 


ide  of  Bellota  River  Road,  0.05  mile  south  of  road  crossing  of  Calaveras  River. 
1/22/48,  61.7;  12/29/48,   61. 0;  3/31/49,   59.2;  11/14/49,  63.2;  3/30/50,   60.3; 
1/7/50,   60.1;  4/4/51,   57.2;  11/23/51,   59.8;  4/7/52,   57.1;  11/5/52,   58.6;  3/27/53, 
7.2. 

N/10E-31H1 — Reference  point-hole  in  pump  base,   elevation  181.0  feet.     0.53  mile 


outh  and  0^27 "mile  west  of  -northeast  corner  of  section.     11/22/48,  49.5;  3/31/49, 
8.4;  11/14/49,  50.2;  3/30/50,  49.4;  11/7/50,  49.3;  4/4/51,  48.1;  11/5/52,  48.9. 

N/10E-31MI — Reference  point,  between  base  plate  and  concrete  on  east   side,   eleva- 


tion 191.1  feet.  0.55  mile  south  and  0.09  mile  east  of  northwest  ccrner  of  section 
1/22/48,  71.0;  3/31/49,  69.3;  11/14/49,  72.9;  3/30/50,  69.8;  11/2/50,  69.2;  4/4/51, 
8.9;  11/23/51,  72.6;  4/7/52,  66.4;  11/5/52,  68.3;  3/27/53,  66.6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 


2N/6B3C1-- Reference  point-top  of  casing,  elevation  22  feet,  0,1  mile  east  of 
Lower  Sacramento  Road,  200  feet, south  of  Eight  Mile  Road.  12/2/U6,  8.5; 
3/3/17,  9.U;  8/1/U7,  11.2;  11/29A8,  12.5;  3/8/U9,  Ul*5;  U/5,  12.2;  7/21, 
11.7;  8/2,  10.8;  9/6,.  17.9;  10/6,  11.5;  11/2,  ll.U:  11/10/U9,  ll.U;  3/31/50, 
ll.U;  11/2/50,  ll.U;  U/2/51,  8.1;  11/19/51,  10.5;  U/2/52,  5.8;  11/10/52,  10. 9; 
3/27/53,  9.1. 

2N/6E8F1 — Reference  point-pipe  with  concrete  plug  in  base  for  pump,  elevation 
10  feet.  .28  mile  north  of  Wagner  Road,  .03  mile  west  of  Thornton  Road. 
11/10/U9,  9.3;  8/2,  II.95  9/6,  10.5;  10/6/1*9,  10.1;  3/31/50,  6o5;  11/2/50, 
9.9;   U/2/51,  U.8;  11/19/51,  9.U;  U/2/52,  3.7;  11/7/52,  9.U;  3/27/53,  6.5. 

2N/6E-9C1 — Reference  point-top  of  casing,  elevation  18  feet.  .U2  mile  north  of 
Wagner  Road,  west  side  of  Lower  Sacramento  Road.  7/21/U9,  9.7;  8/2,  9.7: 
9/6,  9.7;  10/6,  8.3;  11/10/U9,  8.9;  3/31/50,  7.7;  11/2/50,  9.0;  U/8/51,  U.6; 
11/19/51,  8.5;  U/2/52,  U.6;  H/lo/52,  10.1;  3/27/53,  6.9. 

PN/6E-12H1 — Reference  point-hole  in  concrete  base,  elevation  3U*2  feet. 
Southwest  corner  of  intersection  of  U.  S.  Highway  99  and  Castle  Road. 
12/1U/U7,  25oU;  3/17,  29.I;  U/9,  25.5;  5/5,  2U.0;  9/21,  31.8;  11/9,  27.1; 
12/28/U8,  25.3;  2/IO/U9,  27.5;  3/8,  27,3;  h/^9   26.1;  5/6,  22.3;  8/2,  U8.0  (oper.); 
9/6,  U7.U  (oper.);  10/6,  27.3;  11/10/U9,  26.6;  3/31/50,  2U.5;  ll/2/50,  26.2; 
U/2/51,  22.1;  11/19/51,  23.2;  U/2/52,  16.9;  11/10/52,  20.1;  3/31/53,  17.9. 

2N/6E-13M1 — Reference  point-between  pump  base  and  concrete,  elevation  27.2 
feet.  South  side  of  Hammer  Road,  0«9  mile  west  of  U.  So  Highway  99.  12/1U/U7, 
18.8;  3/5/U8,  2102;  U/9,  21.1;  $/$9   19*5;  9/21,  16<>3;  H/9/U8,  18.2;  1/10/U9,  ' 
20.3;  3/8,  21.0;  U/5,  19.6;  11/10/U9,  17.9;  3/31/50,  19.U;  11/2/50,  16.6; 
U/2/51,  1U.9;  11/19/51,  15.9;  U/2/52,  10.0;  11/10/52,  13.5;  3/30/53,  13.7. 

2N/6E-13L1 — Reference  point-2  by  10  over  top  of  pit.  elevation  30.2  feet. 
On  south  side  of  Hammer  Road,  0.52  mile  west  of  U.  S.  Highway  99.  3/30/U8, 
2U.1;  5/3,  21.3;  6/3,  20.0;  7/2,  20.9:  8/3,  3U.1  (oper.);  9/2,  25.U;  10/l, 
21.2;  11/3,  21.9;  11/9/U8,  21.9;  3/8/U9,  2U.1;  U/5,  22.8;  11/10/U9,  21.6.. 

2N/6E-13K2 — Reference  point-hole  in  pump  base,  elevation  29. 0  feet„  0.06 
mile  south  of  Hammer  Road,  0.52  mile  west  of  U.  S.  Highway  99.  3/30/U8,  23.0; 
5/3,  20.1;  6/3,  19.1;  7/2,  19.8;  8/3,  23.8;  9/2,  25.0;  10/1,  20.7;ll/3,  21.1; 
11/9/U8,  21.2;  3/8/U9,  23.2;  U/5,  22.0;  11/10/U9,  20.5. 

2N/6E-13R1 — Reference  point-groove  in  concrete  base,  elevation  30.8  feet. 
O.yy  mile  north  of  Calaveras  River,  0.27  mile  south  of  Hammer  Road  on  west 
side  of  U.  S.  Highway  99.  12/1U/U7,  23.7;  3/17/U8,  27.U;  11/9/U8,  2U.U; 
3/8/U9,  26.3;  U/5,  2U.9;  H/10/U9,  2U.6;  3/31/50,  2U.2;  11/2/50,  23.8; 
U/2/51,  2Ui;  ll/lU/51,  23.1;  U/2/52,  15.9;  H/lO/52,  18.9;  3/27/53,  17.7. 

38 


DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
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(Depths  to  water  in  feet  measured  from  reference  point) 

2N/6E-15J1 — Reference  point-top  of  casing,  elevation  21  feet.   .03  mile  south 
of  Hammer  Road,  .05  mile  west  of  West  Lane.  7/21/U9,  9.8;  8/2,  8.U;  9/6, 
8.3;  10/6,  8.1;  11/10/U9,  8.0;  3/31/50,  11.5;  11/2/50,  8.5;  U/2/51,  6.5; 
11/19/51,  8.3;  U/2/52,  3.6;  11/10/52,  7.1;  3/27/53,  7.U. 

2N/6E-16L1 —  Reference  point-top  of  casing,  elevation  12  feet.  0.02  mile  west 
of  Thornton  Road,  0.13  mile  northwest  of  junction  with  Lower  Sacramento  Road. 
7/21/U9,  11.0;  8/2,  12.0;  9/6,  12.3;  10/6,  10. U;  11/10/1*9,  10.0;  3/31/50,   8.0 
11/2/50,  10.8;  U/2/51,  5.6;   11/19/51,  9.7;  U/2/52,  U.U;  11/7/52,  9.7; 
3/27/53,  7.2. 

2N/6E-2UJ2 — Reference  point-top  of  wooden  pit  cover,  elevation  30.7  feet. 
0.06  mile  west  of  U.  S.  Highway  99,  0.31  mile  northeast  of  McAllen  Road  on  north 
side  of  Calaveras  River.  12/17/1*7,  28.1;  3/17/1*8,  3<%flj  13/9/1*8,  28.8; 
3/8/1*9,  27.5;  U/5,  2U.5;  H/10/U9,  30.6;  3/31/50,  25.7;  11/2/50,  21.1;  U/2/51, 
21.6;  11/10/51,  28.2;  U/2/52,  lU.9;  ll/lO/52,  23.3. 

2N/6E-26H1 — Reference  point-top  of  casing,  elevation  23.0  feet.  0.0U  mile  north 
of  McAllan  Road,  0.08  mile  east  of  Southern  Pacific  Railroad  tracks. 
12/17/1*7,  28.8;  3/11/1*8,  22.8;  U/9,  18.5;  5/6,  18.7;  11/9/1*8,  25.6;  1/6/1*9, 
2U.5;  3/8,  20.7;  1/5,  18.7;  7/1,  21*. 5;  8/2,  25.0;  9/6,  27.8;  lo/6,  26.6; 
11/10/1*9,  27.0;  3/31/50,  22.0;  11/2/50,  27. U;  U/2/51,  15.9;  11/19/51,  25.2; 
l*/2/52,  11.1.  n/lO/52,  19.2,  3/30/53,  19.3. 

2N/6E-26L2 — Reference  point-top  of  wooden  pit  wall,  elevation  21.7  feet. 
0.08  mile  west  of  West  Lane,  0.05  mile  south  of  Calaveras  River.  12/16/1*7, 
25.1;  3/11/1*8,  22.8;  11/30/1*8,  21*. 7;  3/10/1*9,  21.2;  l*/5,  19.8;  11/10/1*9, 
27.0;  3/31/50,  22.7;  11/2/50,  27.8;  U/2/51,  18.1;  11/19/51,  25.8;  U/2/52,  1U.0; 
11/7/52,  21.8;  3/30/53,  20.6. 

2N/6E-26K1 —  Reference  point-hole  in  top  of  casing,  elevation  2U.2  feet 
0.07  mile  east  of  West  Lane,  O.lU  mile  south  of  Calaveras  River.  3/29/U8, 
23.6;  5/3,  22.3;  6/3,  22.5;  7/2,  25.7;  Q/3,   27.2;  9/3,  U2.5  (oper.);  10/1, 
29.0;  11/1,  27.1;  11/30/U8,  27.2;  3/10/U9,  23. U;  1/5,   22.1;  11/10/U9,  29.1 

2N/6E-27N1 — Reference  point- top  casing,  elevation  11.2  feet.  Northeast 
corner  of  intersection  of  Brookside  Road  and  Lower  Sacramento  Road.  12/16/U7, 
18.7;  3/11/U8,  18.0;  I1/30/U8,  16.7;  U/5/U9,  1U.0;  11/10/U9,  20.2;  3/31/50,  17.5; 
11/6/50,  21. U;  U/2/51,  1U.0;  11/19/51,  18.9;  U/2/52,  9.5;  3/30/53,   15.8. 

2N/6E-33M1 —  Reference  point-top  of  casing,  elevation  5*65  feet.  West  of 
Mission  Road,  100  feet  south  of  Western  Pacific  Railroad  tracks.  12/16/U7, 
12.0;  3/11/U8,  11.3;  11/30/1*8,  12.1;  3/10/U9,  9.6;  U/6/U9,  9.3;  11/10/U9, 
13.1. 

2N/6E-3UK1-* — Reference  point- center  face  of  pneumatic  gauge,  elevation  8.75 
feet.  North  side  of  Ellis  Street,  50  feet  east  of  Bonnie  Lane.  11/1/U6, 
29;  3/1/U7,  21;  11/1/U7,  35;   1/1*8,  2U;  2/U8,  2U;  11/1/U8,  22;  U/28/U9,  26; 
5/50,  32;  10/31/50,  33;  2/28/51,  22;  10/29/51,  28;  2/25/52,  28;  ll/l/52,  33;    . 
3/U/53,  2U. 

#  Well  owned  and  measured  by  California  Water  Service  Company. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/6E-36A1-*  -Reference  point-center  of  face  of  air  gage,  elevation  25*56 
feet.  Northeast  side  of  Robindale  Avenue,  50  feet  northwest  of  Cherokee  Avenue. 
11/1/U7,  38;  1/1*8,  39;  2/U8,  36;  11/1/1*8,  33\   1*/18/1*9,  31*;  10/31/1*9,  36-5   l*/50, 
51*;  5/50,  32;  10/31/50,  39;   3/8/53,  31. 

2N/6E-36R3*  -Reference  point-center  face  of  pneumatic  gauge,  elevation  23.86  feet. 
South  side  of  Willow  Street,  50  feet  west  of  Sargent  Street.  ll/l/l*6,  30; 
3/1/1*7,  31;  H/1/U7,  37;  1/1*8,  37;  2/1*8,  36;  11/1/1*8,  1*0;  l*/28/l*9,  36;  10/31/1*9, 
h3i   U/50,  ^   (oper.);  5/50,  1*2;  10/31/50,  U5;  2/28/51,  38;  10/30/51,  1*1*;  2/25/52, 
37;  11/1/52,  1*2;  3/S/S3,   38. 

2N/7E-1A1— Reference  point-top  of  casing,  elevation  71.6  feet.  0.07  mile 
west  of  Jack  Tone  Road,  0.07  mile  south  of  Eight  Mile  Road.  12/5/1*7,  1*6.7; 
3/8/1*8,  50.1;  11/30/1*8,  1*9.8;  3/9/1x9,   1*7.7;  h/l/l*9,  1*6.7;  11/11/1*9,  52.9; 
l*/5/50,  1*9.1;  11/8,  53.0;  U/3/51,  1*7.3;  11/21/51,  52.9;  U/13/52,  1*6.1*; 
11/7/52,  50.5. 

2N/7E-1M1 — Reference  point- hole  in  base  plate,  elevation  68  feet.  0.11  mile 
east  of  Bleacner  Road,  0.1*8  mile  north  of  Waterloo  East  Road.  12/2/1*7,  1*6.9; 
3/10/1*8,  51.1;  l*/8,  1*7.0;  5/5,  1*6.2;  11/12/1*8,  50.5;  3/10/1*9,  1*7.5;  U/5,  1*6.5; 
11/10/1*9,  53.0. 

2N/7E-1R2— Reference  point-top  of  casing,  elevation  73.9  feet.  0.19  mile 
west  of  Jack  Tone  Road,  0.07  mile  north  of  Waterloo  East  Road.  9/22/1*7,  55.8; 
12/5/1*7,  50.5;  3/8/1*8,  5U.0;  11/16/1*8,  55.0;  3/29/1*9,  51. U;  11/15/1*9,  57.1; 
U/5/50,  S3.^   11/6/50,  57.6;  l*/l*/5l,  53.1*;  11/20/51,  57.6;  l*A/52,  52.6; 
11/6/52,  55.6;  3/31/53,  51.U. 

2N/7E- 2D1 — Reference  point-plug  in  pump  base,  elevation  61.6  feet.  0.09  mile 
south  of  Eight  Mile  Road,  0.13  mile  east  of  State  Highway  88.  1*/2A8,  $3»9} 
5/3,  1*5.9;  6/2,  1*6.1;  7/1,  63.5  (oper.);  8/3,  65.2  (oper.);  9/2,  62.2  (oper.); 
10/1,  51*. 7;  11/3,  51.5;  11/29/1*8,  50.0;  3/8/1*9,  1*5.7;  U/5,  UU.I5  5/3,  60.2 
(oper.);  6/l,  56.9;  7/l,  62.3;  8/1,  55.5;  9/2,  63.0;  10/3,  53.2;  ll/ll*/l*9, 
59.2;  3/31/50,  1*8.5;  11/7/50,  1*7.3;  U/5/51,  1*8.1;  11/23/51,  51.8;  l*/7/52, 
1*6.1;  H/lO/52,  casing  plugged. 

2N/7E-2C2 — Reference  point-slot  in  concrete, elevation  62.1  feet.  0,1*5  mile 
east  of  Lockford  Road,  0.23  mile  north  of  Calaveras  River.  11/29/1*7,  10.0; 
3/17,  7.2;  l*/8,  13.0;  5/1*,  11*. 2;  11/12/1*8,  7.5;  1/10/1*9,  11.5;  3/9,   11*. 2; 
ll/ll*/l*9,  9.1*. 

2N/7E-2H2 —  Reference  point-top  of  concrete  pipe  casing,  elevation  67  feet. 
Approximately  1.05  miles  east  of  Waterloo  on  Waterloo  East  Road,  thence  north 
to  Calaveras  River.  12/2/1*7,  1*8.9;  11/12/1*8,  51.7. 

*  Well  owned  and  measured  by  California  Water  Service  Company. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-3B 2~Ref erence  point-slot  in  concrete  base,  elevation  £8.8  feet,  0,15 
mile  south  of  Eight  Mile  Road,  0,23  mile  west  of  State  Highway  88,  12/8/U7, 
53.8,-  3/17/U8,  50.U;  U/8/U8,  U6.6;  5/5/U8,  UU.7;  9/21/U8,  57.2;  II/29/U8, 
U8.9;  1/10/U9,  U7.5;  2/3/U9,  U6.2;  2/IO/U9,  U5.2;  3/8/1*9,  UU.l;  U/5/U9,  U2.35 
5/6/U9,  Ul.9;  11/11/U9,  50.2. 

2N/7E-^1— Reference  point-hole  in  pump  base,  elevation  5U.1  feet.  On  west 
side  of  Fauerso  Road,  0.56  mile  north  of  intersection  of  Fauerso  Road  and 
Calaveras  River.  12/10/U7,  U3.7:  3/3/U8,  U9.2;  11/12/U8,  U7.8;  2/3/1+9,  U3.6; 
3/9,  Ul.5;  U/5,  39.75  11/1U/U9,  U8.2;  3/31/50,  Ul.l;  11/3/50,  UU.9;  U/2/51, 
37.3j  11/20/51,  UU.7;  U/3/52,  33.2;  11/6/52,  38.1, 

2N/7E-3N3— Reference  point-bottom  of  pump  base,  elevation  56.3  feet.  In 
southwest  corner  of  intersection  of  Fauerso  Road  and  Calaveras  River.  12/17/U7, 
50.0;  3/11/U8,  60.0;  11/12/U8,  52.5;  2/3A9,  U7.6;  3/9,  U3.6;  U/5,  39.3; 
II/10A9,  52.6;  3/31/50,  U3.2;  11/3/50,  U8.0;  U/2/51,  37.7;  11/20/51,  U9.3; 
U/3/52,  30.2;  11/6/52,  Ul.2;  3/31/53,  U3.8. 

2N/7E-3R2— Reference  point-slot  in  concrete  base,  elevation  58.6  feet.  0.7 
mile  north  of  Waterloo  on  Lockford  Road,  thence  0#lU  mile  west.  12/8/U7, 
U7.8;  3/3/U8,  51.2;  11/12A8,  51.2;  2/3/U9,  U7.U;  2/10,  U6.9;  U/5,  U3.5; 
5/6,  61.1  (oper.);  11/1U/U9,  50.3* 

2N/7E-»Ug2—  Reference  point-hole  in  base  (remove  plug  on  west  side), 
elevation  52.7  feet.  On  west  side  of  Alpine  Road,  0.06  mile  south  of  Eight 
Mile  Road.  12/1/U7,  U3.7;  H/29/U8,  U6.8;  2/3/U9,  UU.l;  3/8,  U2.9;  U/l, 
Ul.6;  5/3,  69.2  (oper.);  ll/ll/U9,  50.7. 

2N/7E-UK1 — Reference  point-slot  in  concrete  base,  elevation  U9.8  feet.  On 
west  side  of  Alpine  Road,  0.8  mile  north  of  intersection  of  Alpine  Road  and 
Calaveras  River.  12/10/U7,  U2.6;  3/3/U8,  U5.0;  11/10/U8,"  U8.7;  3/9/U9, 
U0.8;  U/5,  38.9;  11/1UA9,  U8.U. 

2N/7E-UN2 — Reference  point-slot  in  concrete  base,  elevation  U7.U  feet. 
0,35  mile  north  on  -^lpine  Road  from  intersection  of  Alpine  Road  and  Calaveras 
River,  thence  0.52  mile  west.  12/10/U7,  Ul.l;  3/3/U8,  UU.2;  11/10/U8,  U8.2; 
V9/U9,  Ul.U;  U/5,  U0.3;  H/1U/U9,  U8.8. 

2N/7E-5E1 — Reference  point-hole  in  pump  base,  elevation  Ul.5  feet.  0.8  mile 


west  of  Hildreth  Lane  and  0.U5  mile  south  of  Eight  Mile  Road.  12/11/U7, 
35.U:  3/5/U8,  35.3;  H/29/U8,  38.7;  3/8/U9,  35.0;  U/l,  3U.1;  H/10/U9,  UU.3; 
3/31/50,  3U.1;  11/7/50,  U0.9;  11/23/51,  38.8;  U/7/52,  27.2;  11/10/52,  3U.I1 
3/26/53,  27. U. 
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DEPTHS  TO  (BOUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  ^ade  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-5H1— Reference  point-plug  in  pump  base,  elevation  U7  feet,  0,26 
mile  south  of  Eight  Mile  Road,  0.08  mile  west  of  Hildreth  Lane.  3/30/U8, 
U0.9;  5/3,  39. 7;  6/2,  Ul.O;  7/1,  U9.8;  8/3,  63.7  (oper.)j  9/2,  68.1  (oper/? 
10/1,  66.1  (oper.);  ll/l,  U7.95  H/29,  U6.1;  I2/1/U8,  U6.0;  3/8/U9,  Ul.5; 
U/5,  39.7;  5/3,  U6.U  (oper.);  6/1,  59.7;  7/1,  63.5;  8/1,  65.0;  9/1,  67.3; 
10/3,  52.3;  11/11A9,  U9.6;  3/10/50,  U0.8;  11/7/50,  U9.9;  U/5/51,  38.U; 
11/23/51,  U9.3;  U/7/52,  3U.2;  11/10/52,  U2.0. 

2N/7E-5R1 — Reference  point-slot  in  concrete  base,  elevation  U6.6  feet.  On 
east  side  of  Hildreth  Lane,  O.UU  mile  northeast  of  intersection  of  Hildreth 
Lane  and  Ashley  Road.  12/10/U7,  U3.0;  3/3/U8,  U9.9;  11/10/U8,  U8.5;  3/10/U9, 
Ul. 7;  k/k,   Uo.l;  11/1U/U9,  50.1;  3/30/50,  Ul.6;  11/2/50,  U8.5;  U/2/51,  U0.6; 
11/19/51,  U5.8;  U/2/52,  33.U;  11/6/52,  Uo.9;  3/31/53,  35.3. 

2N/7E-7& — Reference  point-top  of  concrete  around  pit,  elevation  35.6  feet. 
South  side  of  Ashley  Road.  0.22  mile  east  of  U.  S.  Highway  99*     12/11/U7, 
27.0;  3/5A8,  28.6;  11/9/U8,  29.7;  3/10/U9,  27.8;  k/k,   26.3;  11/18/U9,  29.8. 

2N/7E-7G1— Reference  point-top  of  wooden  casing,  elevation  38.6  feet.  South 
side  of  Morada  Road,  0.65  mile  east  of  U.  S.  Highway  99.  12/11A7,  32. U; 
3/5A8,  33.8;  11/9A8,  37.5;  3/10/U9,  33.6;  k/k,   32.0;  11/1U/U9,  37.0. 

2N/7E-8DI — Reference  point-top  of  pipe  in  concrete  base,  elevation  U2.8  feet. 
1.01  miles  east  of  U.  S,  Highway  99,  on  south  side  of  Ashley  Road,  0.5 
mile  west  of  Hildreth  Lane.  12/11/U7,  37.6;  3/5A8,  38.6;  II/9/U8,  U2.7; 
3/10/U9,  37.3;  k/k,   36.U;  11/1U/U9,  U3.1;  3/30/50,  36.7;  11/2/50,  U3.3; 
U/2/51,  3U.2;  11/19/51,  U0C0;  U/2/52,  29.8;  11/6/52,  36.0. 

2N/7E-8F1— Reference  point-slot  in  concrete  base,  elevation  U3.0  feet.  On 
west  side  of  Hildreth  Lane,  0.15  mile  southwest  of  the  intersection  of 
Hildreth  Lane  and  Ashley  Road.  12/11/U7,  39.8;  3/3/U8,  Ul.O;  II/9/U8, 
U5.U;  3/10/U9,  38.7;  U/U/U9,  37.8;  11/1U/U9,  U5.8. 

2N/7E-8K3 — Reference  point-hole  in  side  of  pump  base,  elevation  U5.0  feet. 
.10  mile  northeast  of  intersection  of  Hildreth  Lane  and  Canepa,  thence 
southeast  0.35  mile.  12/2A8,  U8.3;  3/l0/Ii9,  Ul.8;  U/5,  UO.U;  ll/lU/U9, 
U9.2;  3/30/50,  Ul.7;  11/2/50,  U9.8;  U/2/51,  37.7;  11/20/51,  U5.8;  U/2/52, 
32 .U;  11/6/52,  Ul.2;  3/31/53,  35.U. 

2N/7E-8 J2 — Reference  point-slot  in  concrete  base,  elevation  U7.8  feet. 

On  east  side  of  Ashley  Road,  0.22  mile  north  of  intersection  of  Ashley  Road 

and  Foppiano  Road.  12/11/U7,  U5.5;  3/3/U8,  51.6;  k/6,   UU«8;  $/$,   U3.1; 

9/21,  62. U;  11/9/U8,  51.5;  1/6A9,  U7.9;  3/10,  U3.9;  h/5,  U2.2;  11/10/U9., 

52.0. 

2N/7E-9B2 — Reference  point-slot  in  concrete  base,  elevation  5U.6  feet.  On 
west  side  of  Alpine  Road,  0.19  mile  north  of  intersection  of  Alpine  Road  and 
Calaveras  River.  12/10/U7,  U9.5;  3/3/U8,  53.1;  k/6,   1*8.2;  $/$,   U7.1;  9/21, 
65.U;  11/10,  56.0;  12/28  /U8,  52.5;  3/9/U9,  U7.0;  U/5,  U5.5;  11/1U/U9,  58.1; 
3/30/50,  U7.1;  11/6/50,  55.0;  U/2/51,  U7.5;  11/19/51,  52.5;  U/3/52,  3U.U; 
11/6/52,  U5.8;  3/31/53,  Ul.l. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-9M2 — Reference  point-top  of  casing,  elevation  h9»3  feet.     On  north 
side  of  Foppiano  Road,  0.32  mile  northeast  of  intersection  of  Foppiano 
Road  and  Ashley  *oad.     12/10/U7,  U6.0;   3/3/U8,   51.7;  11/9/U8,  52.35 
3/10/1*9,  hk.h;  U/5,  U2.3;  U/U*A9*  52.7. 

2N/7E-9J1 — Reference  point-top  of  casing,  elevation  U9.6  feet.  0.3U  mile 
south  of  Calaveras  River,  0.15  mile  east  of  Alpine  Road.  12/10  A7,  52.9; 
3/U/U8,  U5.7;  11/10/U8,  50.1;  U/5A9,  39.k;  ll/io/ltf,  51.5. 

2N/7E-9Q1 — Reference  point-slot  in  concrete  base,  elevation  ljo.3  feet.     0.59 


mile  south  on  Alpine  Road  from  intersection  of  Alpine  and  Calaveras,  thence 
0.1  mile  north.    12/10/U7,  53.3;  3/U/U8,  Pj  3/l8,  U6.U5  11/10A8,  52.1; 
3/9 A9,  hk.2;  h/5,  Ul.li;  11/10/U9,  52. 8 j  3/30/50,  hh.$\  11/6/50,  51.8; 
U/2/51,  UO.U;  11/19/51,  U9.6;  U/3/52,  31.9;  H/7/52,  1*3.5. 

2N/7E-10D1— Reference  point-bottom  of  I-beam,  elevation  5U.7  feet.     0.8U 
mile  north  of  Fauerso  Road  from  Waterloo  ^oad,  thence  0.2  mile  west. 
12/10/U7,  5U.0;  3/10/U8,  57.7;  U/8,  U7.3;  5/6,  hk.9;  9/21,  63.1;  11/12A8, 
53.5;  I/6A9,  U9.6;  2/3,  U8.3;  3/9,  U5.U;  U/5,  Uo.3;  H/10/U9,  53.6. 

2N/7E-10H2 — Reference  point-slot  in  concrete  base,  elevation  56.7  feet. 
On  west  side  of  Lockford  Road,  0.3  mile  north  of  Waterloo.     12/10/U7, 
U3.0;   3/3/U8,  U7.7;  ii/6/U8,  1*2.2;  5/5,  U3.8;   9/21,   52.2;   11/12/1*8,  1*8.0; 
2/3/1*9,  UU.8;  2/10,  1*1*.3;  3/9,  U3.3;  U/5,  1*2.1;  5/6,  1*6.3;  7/5,  51.2; 
9/6/1*9,  53.9;  10/10/1*9,  50.2;  II/10A9,  U9.U5  U/5/50,  1*3.7;  11/6/50,  1*6.5; 
U/2/51,  1*1.1;  11/20/51,  1*7.1*;  U/2/52,  38.9;  H/6/52,  l*7.1u 

2N/7E-11H1 — Reference  point-hole  in  pump  base,  elevation  62.7  feet.     On  south 
side  of  Waterloo  East  Road,  0.85  mile  east  of  Waterloo.     12/2/1*8,   51.0;   3/8/1*9, 
1*9.6;  l*/5,  ^9.1;  H/10/U9,  52.9;  U/5/50,  1*9.6;  11/6/50.  53.3;  W5l,  U9.6; 
U/20/53,  5U.2;  liA/52,  1*9.5;  11/6/52,  50.1*;  3/31/53,  U6.8. 

2N/7E-12A2— Reference  poinWtop  of  base  plate,  elevation  73.9  feet.     On  south 
side  of  Waterloo  East  Road,  0.23  mile  west  of  Jack  Tone  Road.     11/13/29, 
35.5;  10/22/30,  37.5;  12/8/31,  39.5;  11/7/32,  1*0.8;  12/23/33,  1*1.5;  11/19M, 
1*3.5;  11/9/36,  1*2.8;  11/8/37,  1*1.2;  1/16/38,  37.0;  1/22/1*1,  1*0.3;  11/19/U7, 
51.1;  11/26/U7,  51.1;  3/8A8,  $S^i  11/16/1*8,  5U.1;  12/13A8,  53.7; 
3/10/1*9,  51.8;  3/29/U9,  50.8*  11/15A9,  56.7;  12/7/1*9,  57.0;  11/9/50, 
57.1*;  11/27/51,  57.6., 

2N/7E-12IO. — Reference  point-hole  in  pump  base,  elevation  67 .U  feet.     O.ll* 
mile  east  of  Beecher  Road,  0.1*  mile  south  of  East  Waterloo  Road.     12/10/1*7, 


50.9;   3/10/U8,  53.0;  11/12/1*8,  53.0;  3/30/1*9,  50.6;  11/10/1*9,  55.6; 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-12i;l~Reference  point-top  of  casing,  elevation  70.2  feet.     0.31  mile 
west  of  Jack  Tone  Road,  0.56  mile  south  of  Waterloo  East  Road.     12/2/1*7, 
1*8.7;   3/10/1*8,  50.5$  11/16/1*8,  51.7;  3/30/1*9,  U9.^5  ll/lU/l*9,  55.2. 

2N/7E-13 CI— Reference  point-top  of  base  plate,  elevation  61  feet.     0.25 
mile  east  of  Beecher  Road,  0.25  mile  south  of  Baker  Lane.     11/26/1*7,  1*6.2; 
3/9/U8,  1*7.6;  11/12/1*8,  1*9.2>  3/30/1*9,  U6.2;  11/10/1*9,  52.U* 

2N/7E-13B1— Reference  point-top  of  casing,  elevation  65.0  feet.     53  feet 
west  of  Cogna  Road,  106  feet  north  of  Linden  Road,  at  intersection  of 
Co?na  and  Linden  Roads,     11/26/U7,  Uu5j  3/9/1*8,  1*1*.  6. 

2N/7E-13B2 — Reference  point-capped  pipe  in  concrete  elevation  65.1  feet. 
0.01*  mile  south  of  Baker  Lane,  0,25  mile  west  of  Jack  Tone  Road.     Il/l6/l*8, 
1*5.3;  3/30/1*9,  U2.U5  11/1U/U9,  U8.75  V5/50,  1*5.2;  11/6/50,  51.1;  U/U/51,  ' 
l*l*,l;  11/20/51, 

2N/7E-13A1 — Reference  point-hole  in  base,  elevation  66.1  feet.     Southwest 
corner  Baker  Lane  and  Jack  Tone  Road.     3/9/1*8,  1*5.9;  11/16/1*8,  1*5.5;   3/30/1*9, 
U2.1;  11/17/1*9,  U8.6. 

2N/7E-13§2— Reference  point-top  of  casing,  elevation  67.1*  feet.     0,03  mile 
south  of  Baker  Lane,  0,03  mile  west  of  Jack  Tone  Road.     (Measure  3/68) 
12/5/1*7,  U8.7;   3/9A8,  \x$.9. 

2N/7E-13J3 — Reference  point-top  of  casing,  elevation  67*7  feet.     On  west 
side  of  Jack  Tone  Road,  0.29  mile  north  of  Fairchild  Lane.     12/8/1*8, 
50.0;  3/29A9,  1*8.0;  ll/ll*/l*9,  53.U. 

2N/7E-ll*Pl — Reference  point-hole  in  side  of  base  (under  lubricator), 
elevation  58.2  feet.     0.1  mile  north  of  Fairchild  Lane,  0,51  mile  west  of 
Rhoden  Avenue.     12/10/1*7,  1*2.1;   3/10/1*8,  5U.0;  11/12/1*8,  1*6.2;  3/8/1*9, 
1*1.9;  U/6,  1*2.1;  ll/ll*/l*9,  1*8.7;  U/5/50,  1*3.9;  11/3/50,  50.1*;  l*/2/5l, 
1*5.0;  11/19/51,  1*9.2;  U/3/52,  1*3.1;  11/7/52,  1*9.2;  3/31/53,  U3.8. 

2N/7E-lliRl— Reference  point-between  concrete  base  and  wooden  block  under 
pump,  elevation  60  feet.     On  west  side  Rhoden  Avenue,  0.25  mile  north  of 
Fairchild  Lane.     12/10/1*7,  H6.9;   3/9/1*8,   5l.8j  12/2/1*8,  I47.8;   3/10/1*9, 
1*6.2;   l*/6/l*9,  1*5.8;  11/10/1*9,  50.1. 

2N/7E-l5d — Reference  point-hole  in  pump  base,  elevation  51.7  feet.     0.1*5  mile 
southwest  of  Baker  Road,  O.ll*  mile  north  of  Waterloo  Road.     12/10/1*7. 
U7.5;   3A/U8,  1*6.2;   II/3.0A8,  52.6;   2/3/1*9,  U8.1;   3/8/1*9,  U6.1*;   U/5/U9, 
l*l*.9;  11/10/1*9,  U5.U;  3/31/50.  1*6.8;  11/6/50.  56.6;  U/2/51,  1*7.6;  11/23/51, 
52.7;  U/3/52,  1*1.1*;  11/7/52,  1*9.2;  3/31/53,  U2.7. 

2N/7E-15A1 — Reference  point-hole  in  pump  base,  elevation  56  feet.     0.17  mile 
west  of  Waterloo-Lockford  Road,  0.05  mile  south  of  Baker  Road.     12/10/1*7, 
56.9;  3AA8,  57.6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-15 A2— -Reference  point-base  of  pump  at  slot  in  concrete,  elevation  56 
feet.     0.07  mile  west  of  Water loo-Lockf or d  Road,  0.59  mile  south  of 
Waterloo  Road.    12/2/1*8,  53.7;  3/8/10,  50.5;  U/5/U9,  50.6;  11/1U/U9,  56.2. 

2N/7E-15H3— Reference  point-hole  in  base  plate,  elevation  53  feet.     On  east 
side  Confer  Road,  0.5  mile  south  of  Baker  Road.     12/lO/h7,  h9.9;  3A/U8, 
50.0;  11/12/U8,  53.5;  3/8/1*9,  U7.2;  U/6/U9,  U6.8;  ll/ll*A9,  55.2. 


2N/7E-15P2 — Reference  point-hole  in  pump  base,  elevation  52  feet.  On  west 
side  of  Boggianno  Lane,  0,53  mile  south  of  Waterloo  Road.  12/10/1*7,  53. h; 
3AA8,  51.8;  11/10/1*8,  56.5;  3/9/U9,  1*8.9;  l*/5/i*9,  U9.1;  ll/lU/i*9,  58.7. 


2N/7E-16E1- -Reference  point-top  of  concrete  casing,  elevation  1*5.1*  feet.     0.28 
mile  north  on  Ashley  Road  from  Cherokee  Lane,  0.13  mile  east  of  Ashley  Road. 
12/11A7,  UU.3;  3AA8,  Uu2j  11/10A8,  50.0;  3/10/1*9,  U2.7;  l*/5/l*9,  Uo.O; 
11/10/1*9,  51.2. 

2N/7E-16.U — Reference  point-hole  in  base  of  pump,  elevation  1*7.7  feet.     0.15 
mile  northeast  on  Cherokee     Lane  from  Ashley  Road,  0.13  mile  south  of 
Cherokee  Lane.     12/11/1*7,  1^.6;  3/l*A8,  1*6.0;  11/10/U8,  51.8:  3/10/1*9,  U5.7; 
l*/5/l*9,  W*.l;  11/10/1*9,  53.6;  3/31/50,  1*5.6;  11/3/50,  53.U;  U/2/51,  1*2.7; 
11/20/51,  50.8;  U/3/52,  36.7;  11/7/52,  1*5.1;  3/31/53,  1*0.1*. 

2N/7E-l6iC2 — Reference  point- top  of  casing,  elevation  1*9.3  feet.     0.05  mile 
west  of  Alpine  Road,  0.3  mile  north  of  Waterloo  Road.     12/10/1*7,  1*9  •  2; 
3/15A8,  1*7.0;  11/10/U8,  53.0;   3/8/1*9,  U6.8;  1*/5A9,  U5.6;  11/10/1*9,  55.3. 

2N/7E-17B3 — Reference  point-space  between  floor  and  pump  under  discharge 
pipe,  elevation  l*l*.8  feet.     0.38  mile  north  on  Solari  Road  from  intersection 
of  Solari  Road  and  Calaveras  River,  thence  0.15  mile  east  of  Solari  Road. 
12/11A7,  1*3.5;  3AA8,  1*6.0;  II/9/U8,  1*9.6;  3/10/1*9,  U2.3;  l*/6/l*9,  39.5; 
ll/liiA9,  51.0. 

2N/7E-17G1 — Reference  point-top  of  concrete  pipe  casing,  elevation  hi. 3  feet. 
0.0U  mile  west  of  Solari    Road,  0.07  mile  north  of  Calaveras  River. 
12/11A7,  39.8;  3/15/1*8,  la.5;  U/6/U8,  39.7;  5/5/U8,  38.3;  9/21/1*8,  51.1; 
11/9A8,  1*5.3;  12/28/1*8,  1*2.2;   3/10/U9,  38.8;  l*/5/l*9,  35.8;  11/1U/U9,  U5.8; 
3/30/50,  37.1;  11/2/50,  1*5.1*;  U/2/51,  32.7;  11/20/51,  1*2.9;  U/3/52,  22.5; 
11/7/52,  36.0. 

2N/7E-17J3 — Reference  point-pipe  in  concrete  base,  elevation  1*2.2  feet. 
O.'do"  mile  north  of  Cherokee  Lane,  0.15  mile  east  of  Solari  Road.     12/11/1*7, 
la.l;  3AA8.  1*2.2;  l*/8/i*8,  1*0.5;  5/5/1*8,  39.5;  9/21A8,  50.8;  II/9/U8, 
1*6.1;  12/28/1*8,  1*3.5;  3/10/1*9,  1*0.2;  l*/5/l*9,  37.7;  ll/lo/l*9,  1*7.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  UJ  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-18KL— Reference  point-hole  in  pump  base,  elevation  36.5  feet.     0,62 
mile  east  of  Highway  99,  0.27  mile  south  of  Foppiano  Road.     12/12/1*7, 
36.7;  3A/1*8,  33.6;  l*/lL*/l*8,  30.7;  5/5A8,  29.5;  9/21/1*8,  35.5;  11/9/U8, 
33.3;  1/6/U9,  33.1:   2/10/1*9,  32.8;  3/10/1*9,  32.1;  U/l*/l*9,  30.5;  5/6/1*9, 
1*9.2  (oper.);  6/3/1*9,  29.3;  7/5/U9,  30.7;  8/2/1*9,  33.U;  9/6/1*9,  35.3; 
10/7A9,   35.0;  11/1U/U9,  3U.2;  3/30/50,  30.2;  11/2/50,   35.1;  l*/2/5l,  28.6; 
11/23/51,  32.5;  k/3/52,  21.9;   11/5/52,  26.6;   3/31/53,  2l*.2. 

2N/7E-19K  2— Reference  point-top  of  casing,  elevation  33  feet.     0.03  mile 
west  of  Cherryland  Road,  0.10  mile  north  of  Central  California  Traction 
Company  Railroad.     12/12/1*7,  32.0;     12/2/1*8,  3U.7;   3/9 A9,  33.0;  H/5A9, 
30.8;  11/10/1*9,  36.6. 

2N/7E-19C2 — Reference  point-hole  in  pump  base,  elevation  33.9  feet.     0.1* 
mile  east  of  U.  S.  Highway  99,  0.2  mile  north  of  Calaveras  River.     12/ll*/l*7, 
29.2;  3/5/U8,  32.2;  l*/ll*/l*8,  23.5;  5/5A8,  22.8;   9/21/1*8,  28.1;  11/9/U8, 
37.8;  1/10/1*9,  33.3;  2/10/1*9,  31.0;   3/10/1*9,  28.*;  1*/1*/1*9,  26.7;  5/6/1*9, 
21.1*;  6/3/U9,  22.9;   7/5A9,  25.1;   8/2/1*9,  28.2;   9/6/1*9,  29.6;  10/7/1*9,  30.1; 
ll/ll*A9,  26.6;  3/30/50,  2U.1;  11/2/50,  29.I;  U/2/51,  23.5;  11/21/51,  29.7; 
l*/2/52,  15.9;  11/5/52,  22.9. 

2N/7E-20E1- -Reference  point-slot  in  concrete  base,  elevation  37  feet.     O.38 
mile  north  of  Cherokee  Lane,  0.1  mile  east  of  Central  California  Traction 
Company  Railroad.     12/11/1*7,  35.7;   3A/U8,  36.9;  H/9A8,  38.2;  3/9/U9,  35.2; 
U/l*/l*9,  32.2;  11/10/1*9,  1*0.7. 

2N/7E-20h1 — Reference  point- top  of  sill  under  pump,  elevation  37.5  feet. 
On  north  side  of  Cherokee  Lane,  0.05  mile  northeast  of  Overheiser  Road. 
12/12/1*7,  36.2;   3A5A8,  36.8;  U/6/U8,  36.1*;  5/5A8,  3U.6;  9/21/U8,  1*1.0: 
11/9/1*8,  38.8;  12/28/1*8,  38.6;  2/lo/l*9,  36.9;  3/10/U9,  36.0;  I4/UA9,  3U.U; 
5/6/1*9,  35.8;     7/5A9,  37.8;  8/2/U9,  ia.3|  9/6/1*9,  U2.7;  IO/7/U9,  U2.3; 
11/10/1*9,  U0.9;  3/31/50,  35.5;  11/6/50,  1*1.0;  l*/2/5l,  32.7;  11/21/51,  38.7; 
U/2/52,  30.2;  n/5/52,  33.7;  3/31/53,  30.8. 

2N/7E-2qK2  —Reference  point- top  of  casing,   elevation  39.U  feet.     On  the  east 
side  Wilmarth  Road,  0.30  mile  south  from  the  intersection  of  Cherokee  Lane  and 
Wilmarth  Road.     12/11/1*7,  U3.9;  3A/U8,  39.3;  11/9/1*8,  1*1*.3;  3/9A9,  38.9; 
V5/U9*  37.7;  11/10/1*9,  36.7;  3/3V50,  39.7;  11/6/50,  1*6.0;  l*/2/5l,  38.6; 
n/21/51,  1*3.3;   li/2/52,  33.0;  11/7/52,  38.3. 

2N/7E-2QR1 — Reference  point-hole  in  base  of  pump,  elevation  1*1.0  feet.     North 
of  Waterloo  Road  at  intersection  of  White     Lane.     U/2/l*8,  1*3.3;   5/3/U8,  39.3; 
6/2/1*8,  39.8;   7/2/1*8,  1*1*.7;  8/3/1*8,  63.8  (oper.);   9/^A8,  63.7  (oper.); 
10/1/1*8,  1*9.U;  11/1/1*8,  1*6.0;  11/10/1*8,  1*5.5;  3/9A9,  Ul.O;  l*/5/U9,  U0.8; 
5/3 A9,  U2.6;  11/10/1*9,  U8.1*. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-21G 3— Reference  point-top  of  casing,  elevation  U7.2  feet.     South  side 
of  Waterloo  Road,  0.U5  mile  west  of  Glenwood  Road.     12/8/U7,  U6.7;  3/U/U8, 
U5.9;  11/10/18,  50.2,-  3/8/U9,  U5.3;  U/5/U9,  UU.3;  11/1U/U9,  52 «6;  3/31/50, 
1*6.5;  11/3/50,  5U.3;  U/2/51,  U7.2j  H/19/51,  well  destroyed. 

2N/7E-22A 2 — Reference  point-hole  in  base  plate,  elevation  56.0  feet.     0.05 
mile  east  of  Confer  Road  and  0.13  mile  north  of  Fairchild  Lane#     12/10/1*7, 
U2.I5  3/15A8,  U3.5;  5/3/U8,  1*0.0;  6/2/1*8,  Ul.3;  7/2/U8,  U9.1;  8/3/U8, 
51.9;  9/3/U8,  53.3;  11/3/U8,  U6.3;  11/12/1*8,  U5.9;  3/8/U9,  U2.65  U/6/l*9, 
Ul.65  11/1U/U9,  U8.95  U/5/50,  U3.8j  11/3/50,  50.7;  U/2/51,  U2.9;  11/19/51, 
U7.7;  U/3/52,  U2.7;  11/7/52,  oper. 

2N/7E-22E2— Reference  point-top  of  pipe  in  base,  elevation  50.5  feet.     0.0U 
mile  north  of  Fairchild  Lane  and  0.16  mile  east  of  Alpine  Road.     12/11/U7, 
U6.65  3/U/U8,  U8.3;  11/12/U8,  51.85  3/8/U9,  U6.7;  U/6/U9,  1*5.8,-  11/1U/U9, 
5U.8;  U/5/50,  U8.U;  11/3/50,  56.9J  U/2/51,  U9.8;  11/19/51,  53.95    U/3/52, 
U5.7;  11/7/52,  50.U. 


2N/7E-22K1 — Reference  point-pipe  in  base,  elevation  51.6  feet.     On  west  side 
of  Burge  Road,  0.33  mile  south  of  Fairchild  Lane.     12/11/U7,  U6.I5   3A5A8, 
U7.O5  11/12/U8,  50.5j  3/8/U9,  U5.7;  h/6/k9,  U5.6;  11/1U/U9,  53.8. 


2N/7E-23H1 — Reference  point-top  of  casing,  elevation  59«9  feet.     0.13  mile 
west  of  Rhoden  Avenue,  0.U3  mile  south  of  Fairchild  Lane.  12/11/17,  U5.0; 
3/10/1+8,  51.1;  11/12/U8,  1*9.3;  3/8/U9,  U5.2;  U/16/U9,  U5.6;  11/10/1*9,  53.1. 

2N/7E -2 3 J2— Reference  point-hole  in  base-plate,  elevation  60.U  feet.     West 
side  of  Rhoden  Avenue.  0.6 7  mile  south  of  Fairchild  Lane.     12/10/U7, 
UU.8;  3/10A8,  U5.7;  11/12/U8,  U8.85  3/8/U9,  UU.85  U/6/U9,  UU.65  II/10/U9, 
52.8;  U/5/50,  U7.8;  11/3/50,  55.5;  U/2/51,  5o.2;  11/19/51,  5U.U;  U/3/52, 
1*7.9;  11/7/52,  53.U;  3/31/53,  U8.6. 

2N/7E-23N1 — Reference  point-slot  in  concrete  base,  elevation  5U  feet.     0.08 
mile  west  of  Giovannoni  Road,  0.78  mile  south  of  Fairchild  Lane.     12/10/1*7, 
53.1*j  11/12/1*8,  1*7.5;  3/8/1*9,  U3.9;  U/6/U9,  U3.0;  ll/ll*/i*9,  50.9;  U/5/50,  ' 
1*5.7;  11/3/50,  53.8;  l*/2/5l,  1*6.6;  11/19/51,  52.7;  U/3/52,  1*5.6;  11/7/52, 
50.0. 

2N/7E-2l*Bl- -Reference  point-air  gage  hole,  elevation  65.9  feet.     0.07  mile 
south  of  Fairchild  Lane,  0.1*2  mile  west  of  Jack  Tone  Road.     12/10/U7,  1*8.2; 
12/8/1*8,  51.0;  3/30/1*9,  U8.U;  II/1U/U9,  5U.1;  U/5/50,  51.5;  n/6/50,  57.9; 
U/3/51,  52.85  11/20/51,  57.U5  U/3/52,  52.5;  11/6/52,  60.15  3/31/53,  51.6. 

2N/7B-2U.&L — Reference  point-hole  in  pump  base,  elevation  63  feet.     On  west 
side  of  Tangeman  Road,  0.56  mile  north  of  Linden  Road.     12/10/U7,  UU.3; 
3/12/1*8,  1*6.6;  11/15/U8,  U7-9;  3/30/U9,  U3.95  H/I6/U9.  52.U. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQYIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-25A2-- Reference  point-top  of  casing,  elevation  65.U  feet.     Southwest 
corner  of  Linden  Road  and  Jack  Tone  Road,     12/10/1*7,  5U.75  3/10/1*8,  1*1*. 55 
11/15A8,  1*8.65  3/29/U9,  U5.2j  11/16/1*9,  53,0. 

2N/7E-25L1 — Reference  point-pipe  in  concrete  base,  elevation  60  feet,     0,53 
mile  west  of  Jack  Tone  Road,  0,88  mile  north  of  Southern  Pacific  Railroad. 
12/13/1*7,  I1I.8;  3/12/1*8,  1*5.35  11/23/1*8,  U6.U;  3/9  A9,  U2.65 
U/5A9,  Ul.9;  11/17A9,  50.8, 

2N/7E-25R2— Reference  point-top  of  casing,  elevation  65  feet.  On  west  side 
of  Jack  Tone  Road,  O.63  mile  north  of  Southern  Pacific  Railroad,  12/12/1*7 , 
Ul.3*  3/9/U8,  1*1.7,-  11/23A8,  U5*8;  3/9A9,  U2.95  U/5A9,  U2.5,-  11/17/U9,  S0.3. 

2N/7E-26E1— Reference  point-pump  base  hole,  elevation  53.9  feet.     0,7  mile 
east  of  Glenwood  Road,  0,18  mile  north  of  Linden  Road.     12/13A7,  1*2.65 
3/11 /1*8,  1*2.1;  H/7/U8,  Ul.O;  5/3/U8,  1*0.3;  6/13A8,  U2.95  7/15A8,  1*5.65 
9/2/1*8,  1*9.75  9/20A8,  U9.85  10/hA8,  1*8.85  11/1A8,  U7.1?  11/23A8,  U6.23 
12/1A8,  1*6.05  I/8A9,  UU.55  2/10A9,  U3.5,-  3/31A9,  U2.1;  5/2/1*9,  59.65 
5/6/1*9,  1*5.1;  11/16/1*9,  50.6. 

2N/7E-26F1 — Reference  point-hole  in  base  of  pump,  elevation  5U.9  feet,     1,06 
miles  east  of  Glenwood,  0.15  mile  north  of  Linden  Road.     12/13/1*7,  39 •  9; 
3/12/1*8,  39.95  11/23/1*8,  13.55  3/31/1*9,  39.55  H/16A9,  1*7.6. 

2N/7E-26H2— Reference  point-hole  in  pump  base,  elevation  58.1*  feet.     On 
west  side  of  Rhoden  Avenue,  1.37  miles  south  of  intersection  of  Rhoden  Avenue 
and  Fairchild  Lane.     12/13/1*7,  U*.l;   3/HA8,  U3.2;  V7/l*8,  1*1.7;   5/6/1*8,  1*1.0; 
6/13A8,  1*5.5;   5/15/1*8,  U9.7;  11/12/1*8,  U7.O5  I/6/U9,  U6.35  3/10/1*9,  U2.85 
l*/6/l*9,  1*2.2,-  11/10/1*9,  51.2, 

2N/7E-26N1 — Reference  point-pipe  in  concrete  base,  elevation  50.8  feet, 
O.U  mile  east  of  Glenwood  Road,  0.2l*  mile  south  of  Linden  Road.     12A3A?, 
1*0.55   3/11A8,   39.15  H/23A8,  1^3.05   3/31/1*9,  39.55  11/16A9,  1*8.25  UA/50, 
iOi.65  11/3/50,   51.85   U/3/51,  30.35  11/19/51,  U2.55  U/3/52,  1*3.1;  11/6/52,   51.75 
3/30/53,  UU.3. 

2N/7E-27P1— Reference  point-top  of  casing,  elevation  1*7.5  feet.     0.28  mile 


north  of  Stockton  Terminal  and  Eastern  Railroad,  0.19  mile  west  of  Alpine 
Road.  12/11A7,  1*5.95  3/l*/l*8,  1*6.15  H/12A8,  50.1*;  3/3/1*9,  1*5.7;  1*AA9, 
1*5.2;  II/IU/U9,  53.75  11/3/50,  56.55  U/2/51,  1*8.5;  11/23/51,  53.1*5  U/3/52, 
U6.I5  11/7/52,  50.U5  3/31/53,  1*6.1*. 

2N/7E-27c2— Reference  point-slot  in  concrete  base,  elevation  1*8  feet.     On 


south  side  of  Stockton  Terminal  and  Eastern  Railroad,  0.16  mile  east  of 
Alpine  Road.     12/11/1*7,  IO.65   3/H/U8,   1*3.8;   11/12/1*8,  1*7.6;   3/8/1*9,  U3.2; 
ll/ll*A9,  51.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-27P1— Reference  point-groove  in  concrete,  elevation  U6  feet.     0.2U 
mile  west  of  Glenwood  Road,  0,28  mile  north  of  Linden  Road.     12/13/U7,  U3.7; 
3/19A8,  39.1;  11/23/U8.  U3.6;  3/31/U9,  39.7;  H/I6/U9,  W.6j  UA/50,  U3.U; 
11/3/50,  52.0;  lj/3/£L,  U3.7;  11/19/51,  50.0;  U/3/52,  U2.3;  11/6/52,  U7.9. 

2N/7E-28G2 — Reference  point-top  of  casing  under  pump,  elevation  U2  feet.     On 
north  side  Stockton  Terminal  and  Eastern  Railroad,  0.1  mile  west  of  Arata  Road. 
12/15A7,  U3.*;  3/9A8,  U5.2;  11/12/U8,  U9.6. 

2N/7E-28M1— Re f erence  point-hole  in  pump  base,  elevation  38  feet.     Northeast 
corner  of  intersection  of  White  Lane  and  Stockton  Terminal  and  Eastern  Rail- 
road.   12/15/U7,  U2.2;  9/20/U8,  U6.H;  11/2U/U8,  U3.3;  3/9A9,  39.7; 
U/5/U9,  38.8;   H/I6/U9,  U7.7. 

2N/7E-28Q1-- Reference  point-hole  in  pump  base,  elevation  UO  feet.     0.1 
mile  east  of  Baldwin  Road,  0.52  mile  north  of  Linden  Road.     12/15/U7,  39.1$ 
3/11/U8,  39.1;  k/l/hfr,  37.7'f  5/6/1*8,  36.9;  6/13/U8,  38.6;  7/15/U8,  1*2.6; 
9/20/U8,  1*8.5;  11/2U/U8,  1*3.3;  1/9/1*9,  1*1.6;  ?/l3/l*9,  39.0;   II/I6/U9,  U7.9. 

2N/7E-29.C1— Re f erence  point-top  of  I-beam  across  pit,  elevation  36  feet.     On 
west  side  of  Overheiser  Road,  0.1*9  mile  south  of  Cherokee  Road.     11/10/1*7, 
1*5.2;  12/15/1*7,  37.8;  3/12/U8,  39.2;  11/9/1*8,  1*2.7;  3/9/1*9,  39.3;  U/5A9,  38.3. 

2N/7E-29A2 — Reference  point-pipe  in  concrete  base,  elevation  1*0  feet.  On 
west  side  of  White  Lane,  O.ll*  mile  south  of  Waterloo  Road.l2/llA7,  1*3.0; 
3/15/1*8,  1*1*.5;  11/9/U8,  1*6.5;  3/9/1*9,  1*2.2;  i*/5A9,  1*1.1;  11/10/1*9,  1*8.7. 

2N/7E-29Q1 — Reference  point-hole  in  pump  base,  elevation  35  feet.     0.06  mile 
east  of  Beyer  Lane,  0.1  mile  south  of  Stockton  Terminal  and  Eastern  Railroad. 
12/15/1*7,  37.7;  3/12/1*8,  36.5;  .11/2 1*/1*8,  1*0.8;  3/31/1*9,  36.3;  11/16/1*9, 
1*5.8. 

2N/7E-30F2 — Reference  point-pipe  in  side  of  concrete  base,  elevation  30  feet. 
On  south  side  of  Cherokee  Lane,  0.60  mile  northeast  of  Waterloo-Cherokee 
inter  section. 12 /15/U7,  33.8;  3/9/U8,  35.0;  11/9/1*8,  37.1;   3/9/1*9,  3l*.6; 
liA/h9,  33.1*;  11/10A9,  39.0, 

2N/7E-30J1 — Reference  point-hole  in  pump  base  plate,  elevation  32  feet.     On 
west  side  of  Cherry  Lane,  0.18  mile  north  of  Waterloo  Road.     12/15/1*7,   36.0; 
3/9/1*8,  35.6;  II/29/U8,  38.5;  3/31/1*9,  3U.9;  11/16/1*9,  Ul.6>  3/31/50,  36.9; 
11/2/50,  1*2.9;   U/3/51,  33.1i;   11/20/51,  well  destroyed. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 

WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 

Measurements  Made  by  Division  of  Water  Resources 

(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-3.1AI— Reference  point-pipe  in  concrete  base,  elevation  30,2  feet.  0.08 
mile  southeast  of  Stockton  Terminal  and  Eastern  Railroad,  0.23  mile  northeast 
of  diverting  canal.  12/16/1*7,  39.U;  3/12/U8,  30.8;  5/6/U8,  29.0;  9/20/U8, 
U0.5;  11/23/U8,  39.Uj  1/9/U9,  37.8;  2/10/U9,  35.7;  3/31/U9,  32.35  5/6A9, 
65.0  (oper.);  7/5A9,  11.3$  8/3A9,  68.U  (oper.);  9/7 /k9$   U9.7;  10/7 /h9, 
U3.8;  11/2/50,  UU.8;  U/30/51,  30.0;  10/22/51,  Ul.6;  11/5/52,  38.7;  3/30/53, 
3U.U. 

2N/7E-31F1 — Reference  point-hole  in  pump  base,  elevation  27  feet.  On  west 
side  of  Stockton  BJr-pass,  0.3  mile  south  of  Waterloo  Road.  12/16/U7, 
35.7;  3/12/U8,  27.1;  a/9/U8,  25.8;  5/6A8,  26.3;  9/20/U8,  37.5;  1/9/U9* 
36.0;  2/10/U9,  3U.5;  3/9A9,  32.3;  U/5/U9,  30.7;  5/6/U9,  32.7;  6/3/U9, 
35.1;  8/3/U9,  U6.7  (oper.) J  9/7 /k9,   H0.7;  10/7/U9,  Ul.l;  11/16/U9,  U0.5; 
U/7/50,  3U.7;  11/2/50,  U2.5;  U/3/51,  28.9;  11/19/51,  U0.9;  U/2/52,  28.8; 
11/10/52,  35.2;  3/30/53,  32.8. 

2N/7E-32G1 — Reference  point-hole  in  side  of  pump  base,  elevation  31.2  feet. 
0.17  mile  east  and  0,06  mile  south  of  Beyer  Lane,  O.38  mile  north  of  Linden 
Road.l2/l5/U7,  36.0;  3/9/U8,  33.0;  U/9/U8,  30.6;  5/6/U8,  30.0;  9/20/U8,  ia.2; 
11/2U/U8,  38.95  1/8/U9,  37.7;  3/31/U9,  32.8;  II/16A9,  U3.5j  U/7/50,  36.5; 
11/2/50,  U5.5;  U/3/51,  30.3;  11/19/51,  U2.5;  U/2/52,  33.U3  11/6/52,  Ul.5. 

2N/7E-32L3— Reference  point-top  of  casing,  elevation  33.5  feet.  0.07  mile 
west  of  Beyer  Lane,  0.18  mile  north  of  Linden  Road.  12/15 A7,  38.2; 
3/9A8,  31.2;  11/23/U8,  36.U;  3/31/U9,  32.1;  U/7/50,  40.3. 

2N/7E-32P2— Re f er ence  point-top  of  casing,  elevation  28  feet.  0.12  mile 
south  of  Linden  Road,  0.22  mile  west  of  diverting  canal.  12/16/U7,  36.2; 
3/9A8,  31.1;  11/2UA8,  38.7;  U/6/U9,  31.1;  11/16/U9,  U2.8. 

2N/7E-32R1— Reference  point-top  of  casing,  elevation  32  feet.  On  northeast 
side  of  diverting  canal.,  0.27  mile  south  of  Linden  Road.  12/15/U7,  37.7; 
V1UA8,  25.7;  11/2U/U8,  U0.2;  3/31/U9,  30.5;  II/I6/U9,  U5.2;  U/7/50, 
37.1;  11/2/50,  1*6.8;  U/3/51,  27.1;  11/23/51,  UU.Us  U/2/52,  25.3;  11/6/52,  Ul.5$ 
3/30/53,  37.0. 

2N/7E-33D1— Reference  point-hole  in  side  of  pump  base,  elevation  37  feet.  On 
east  side  of  White  Lane,  0.U5  mile  north  of  Linden  Road.  12/15A7,  39-9} 
3/9/U8,  1*0.2$  11/2U/U8,  1*3.3$  3/9A9,  39.8;  l*/5/l*9,  38.7;  11/16/1*9,  U8.0; 
U/7/50,  1*2.0;  11/2/50,  51.0;  l*/3/5l,  1*1.8;  n/19/51,  U7.U;  l*A/5l,  38.5; 


'7/ 
L/6, 


11/6/52,  1*5.3$  3/30/53,  1*1.9. 

2N/7E-33.A1 — Reference  point-slot  in  concrete  base,  elevation  1*3.6  feet. 
0.16  mile  north  of  Linden  Road,  0.39  mile  east  of  Baldwin  Road.     12/15/1*7, 
38.8:   3/19/U8,  39.8:   11/23A8,  1*3.2;   3/31/1*9,  39.5;  11/16/1*9,  U8.0; 
UA/50,  1*2.9$  11/3/50,  51.1;  U/3/51,  1*1.1*$  11/19/51,  U8.8;  11/6/52,  1*7.0. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-33F1-— Reference  point-hole  in  pump  base,  elevation  36  feet.     On 
north  side  of  Linden  Road,  0.09  mile  west  of  White  Lane.     12/15/U7,  37.3; 
3/9/U8,  37.3,-  H/23/U8,  UO.35  3/9/U9,  36.5s  U/5/U9,  35.1$  11/16/U9,  U5.0. 

2N/7E-33R1--Re f erence  point-top  of  casing,  elevation 

36  feet.     0,66  mile  north  of  Copperopolis  Road.  1.07  miles  west  oi  Alpine  Road, 

12/15A7,  35.25  3/9/U8,  35.35  11/2UA8,  38.35  U/7/U9,  33.6;  11/16/U9,  U0.5,- 

U/6/50,  37.O5  11/3/50,  U5.6;  11/21/51,  UU.65  U/3/52,  33.U5  11/10/52, 

U2.85  3/30/53,  37.2. 

2N/7E-3U CI — Reference  point-hole  in  pump  base,  elevation  UU.9  feet.  On 

south  side  of  Linden  Road,  0.1;  mile  west  of  Glenwood  Road.     U/1U/U8,  37.55 

5/1/U8,  37.O5  10/U/U8,  U5.35  H/3A8,  U3.U5  H/23/U8,  U2.75  3/WU9,  39.9; 
U/5/U9,  UO.75  5AA9,  UU.U5  11A5A9,  U7.U. 

2N/7E-3Uc 2— Reference  point- top  of  casing,  elevation  U5.6  feet.     0.05  mile 
south  of  Linden  Road,  0.26  mile  southwest  of  Glenwood  Road.    12/1 3/U7, 
UO.I5  3/11A8,  39.35  U/7/U8,  38.I5  5/6/U8,  37.15  6/13/U8,  39.55  7/15/U8, 
U3.U5  9/20/U8,  U6.I5  11/23/U8,  U3.O5  1A1A9,  Ul.65  3/10/U9,  U0.O5  U/5/U9, 
39.75  11/16/U9,  U8.I5  UA/50,  U6.O5  11/3/50,  51.85  U/3/51,  U2.85  11/19/51, 
U9.7;  U/3/52,  Ul.7,-  11/6/52,  U7.5. 

2N/7E-3U.L1— Reference  point-pump  base  hole,  elevation  UU  feet.     0.07  mile 
south  of  Southern  Pacific  Railroad,  O.U  mile  west  of  Alpine  Road.     12/13/U7, 
38.55  11MA8,  UI.I5  3/10/U9,  38.85  U/5/U9,  38.15  ll/l5/U9,  U6.U. 

2N/7E-3UJ2 — Reference  point-hole  in  pump  base,  elevation  U6  feet.     On  west 
side  of  Alpine  Road,  0.2  mile  south  of  Southern  Pacific  Railroad.     12/13 A7, 
37.O5  3/11/U8,  36.55  11/2UA8,  39.25  9/5A9,  37.8$  11/16/U9,  U6.0. 

2N/7E-35B1— Reference  point-pump  base  hole,  elevation  53  feet.-    On  south 
side  of  Finkbohner  Road,  0.97  mile  east  of  Glenwood  Road.     12/13/U7,   39.U5 
3/11A8,  39.O5  11/23/U8,  U3.I5   3/31/U9,  39.95  11/16/U9,  U8.6. 

2N/7E-35L1 — Reference  point-hole  in  pump  base,  elevation  50.9  feet.     0.75 
Lie  e-c 


mile  east  of  Alpine  Road,  0.2  mile  north  of  Southern  Pacific  Railroad. 
12/13/U7,  3U.85  3/11/U8,  3U.55  II/2U/U8,  38.0s  3/10/U9,  36.U5  U/5/U9, 
11/16/U9,  U3.U;   U/6/50,  39.95  1V3/50,  U7.35  U/3/51,  Ul.85  ll/2l/5l.  U7.35 


2N/7E-36H1 — Reference  point-top  of  casing  under  pump,  elevation  60  feet. 
0.13  mile  west  of  Jack  Tone  Road,  0.25  mile  north  of  Southern  Pacific 
Railroad.     12/12/U7,  38.O5  11/23/U8,  UO.35  H/17/U9,  UU.95  U/U/50,  UO.55 
11/6/50,  U7.95  U/3/51,  UI.U5   11/23/51,  U8.I5   U/U/52,  Ul.95  11/7/52,  U8.U; 
3/27/53,  U8.1 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/7E-36N1 — Reference  point-hole  in  pump  base,  elevation  55.7  feet.     On 
west  side  of  Best  Road,  0,38  mile  north  of  Milton  Road.     12/L2/U7,   36.2; 
3/11/1*8,  33.6S  11/23/U8.  37.9;  3/9/U9,  3U.U;  U/5,  33.9;  11/17/U9,  U3.0; 
U/6/50,  39.5;  11/6/50,  U9.3;  U/3/51,  Uo.l;  10/20/51,  U8.7;  W#,  Ul.3; 
11/7/5?,  U8.6. 

2N/7E-36R1 — Reference  point-hole  in  base  of  pump,  elevation  61*0  feet. 
0,09  mile  west  of  Jack  Tone  Road,  0.08  mile  north  of  Milton  Road.     3/3/U8, 
33.0;   6/1,   32.35   7/2,  59.U;  8/2,  60.2;  9/l,  61.U;   10/1,  UO.l;  ll/l,  39.0; 
II/23/U8,  38.5;  12/1/U8,  38.3;  3/9/U9,  35.9;  U/5,  37.7;  11/17/19,  U3.3; 
U/U/50,  38.9;  11/6/50,  U5.5;  U/3/51,  38.2;  11/20/51,  U6.U;  U/U/52,  38.9; 
11/7/52,  U6.5. 

2N/8E- 2 LI— Reference  point-top  of  pipe  in  concrete  base,  elevation  109  feet. 
0.U1  mile  east  of  Clements  Road,  0.37  mile  north  of  Waterloo  East  Road. 
11/25/U7,  71.3;  3/2/1*8,  77.0;  U/7,  71.3;  11/18/U8,  7U.7;  1/10/U9,  72.8; 
2/10,  72.O5  3/8,  71.U;  U/l,  70.1;  5/5,  80.5;  11/16/U9,  52.9. 

2N/8E-2Q2 — Reference  point-top,  elevation  110  feet.     On  north  side  Waterloo 
East  Road,  0.61  mile  east  of  Clements  Road.     12/6/U7,  68.6;    3/IO/U8,  80.8; 
11/18/U8,  72.0;  3/8/U9,  68.5;  U/l,  66.8;  11/17/U9,  7U.9. 

2N/8E-3F1 — Reference  point-slot  in  base,  elevation  101.5  feet.     0.35  mile 
east  of1  Duncan  Road,  0.07  mile  north  of  Eight  Mile  Road.     12/6/U8,  69.7; 
3/9/U9,  67.0;  U/l,  66.2;  11/11/1*9,  7U.0. 

2N/8E- 3G1— Re f er ence  point-top  of  casing,  elevation  105  feet.     On  north  side 
Eight  Mile  Road,  0.7U  mile  east  of  Duncan  Road.     11/25/1*7,   71.5;     3/2/1*8, 
71.6;  U/7,  71.2;  5/U,  70,6;  9/21,  7U.7;  H/29/U8,  73.9;  I/10/U9,  73.1; 
2/3,  72.7;  3/8,  72.3;  U/l,  71.8;  11/11/U9,  76.9;  U/5/50,  73.9;  n/7/50,  77.U; 
U/3/51,  73.7;  11/21/51,  81.1;  U/3/52,  73.3;  il/7/52,  76.1. 

2N/8E-3R2— Reference  point-hole  in  base  plate,  elevation  106  feet.     By 
Calaveras  River,  O.89  mile  east  of  Duncan  Road.il/25/U7,  70.3;   3/2/U8, 
77.8:  U/7,  70.3;  5/U,  69.U;  9/23,  81.U;  ll/l5,  7U.1;  12/28/U8,  72.5; 
2/3/U9,  73.0;  11/15/1*9,  75.8. 

2n/8E-1c  1 — Reference  point-top  of  base  plate,  elevation  93.5  feet.     1.0  mile 
east  of  Tully  Road,  0.1  mile  south  of  Eight  Mile  Road.     3/I8/U8,  63.6; 
U/7,  61.2;  5/3,  60.8;  5/U,  60.8;  6/1,  60.1;  8/3,  75.1;  9/21,  71.U;  lO/li,  67.5; 
11/3,  6U.63  11/29,  6U.2;  12/28/U8,  62.2;   3/9/U9,  61.8;  U/l,  60.7;  5/3,  65.8; 
11/11/U9,  67.9;  U/5/50,  63.3;  11/7/50,  68.6;     U/3/51,  62.8;  11/21/51,  68.U; 
U/3/52,  62.9;  11/7/52,  67.7;  3/26/53,  63.6. 

2N/8E-1^L1 — Reference  point  hole  in  pump  base,  elevation  92.2  feet.     0.5U 
mile  west  of  Duncan  Road,  0*1*5  mile  north  of  Waterloo  East  Road.     11/26/U7, 
60.5;  3/2/U8,  72.6;  11/16/U8,  6U.5;  3/30/U9,  60.U;  H/15/U9,  67.2;  U/5/50,  62.9; 
31/6/50,  68.3;  U/U/51,  62.1;  11/23/51,  67.U;  U/U/52,  62.1;  11/6/52,  67.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-U Jt— Reference  point-hole  in  pump  base,  elevation  98.U  feet.  0.07 
mile  west  of  Duncan  Road,  0,36  mile  north  of  Waterloo  East  Road*  11/28/U7, 
6U.5;  3/18/U8,  69.23  H/15/U8,  67.9;  3/30/U9,  63.2;  11/15/U9,  70.5. 

2N/8E-5G1-- Reference  point-top  of  base  plate,  elevation  8U.8  feet.  0.1+1 
mile  south  of  Eight  Mile  Road,  0.25  mile  east  of  Tully  Road.  11/26/U7, 
55.7;  3/3/U8,  63.3;  II/29/U8,  58.3;  3/8/1+9,  56.0;  U/l,  5U.9;  11/11/U9,  62.1. 

2M/8E-5P1 — Reference  point-hole  in  base,  elevation  81  feet.  0.05  mile  north 
of  Waterloo  East  Road,  0.1  mile  west  of  Tully  Road.  12/2/U8,  6U.6;  3/29/U9, 
56.8;  UA5/U9,  63.6. 

2N/8E-6D1 — Re f er ence  point-top  of  concrete  base,  elevation  71.8  feet.  0.29 
mile  east  of  Jack  Tone  Road,  0,09  mile  south  of  Eight  Mile  Road.  12/1/1+7, 
1+6.1;  3/8/1+8,  51.1;  11/30/U8,  U9.3;  3/9/U9,  U7.3;  U/l,  1+6.2;  11/11/U9,  53.2. 

2N/8E-6a2— Reference  point-hole  in  pump  base,  elevation  79.6  feet.  0.52 
mile  west  of  Tully  Road,  0.15  mile  south  of  Eight  Mile  Road.  11/28/1+7, 
50.9;  3/8/1+8,  57.7;  11/29/U8,  5U.7;  3/9/U9,  52.U;  U/l,  51.5;  H/11/U9,  58.3. 

2N/8E-7B1— Reference  point-hole  in  base  plate,  elevation  76  feet.  0.51 
mile  west  of  Tully  Road,  0.18  mile  south  of  Waterloo  East  Road.  11/26/U7, 
50.3;  3/9/U8,  55.2;  11/16/U8,  53.8;  2/3/U9,  51.3;  3/29/U9,  50. U;  H/15/U9, 
56.8. 

2N/8E-7N1— Reference  point-top  of  casing,  elevation  67.8  feet.  On  east 
side  of  Jack  Tone  Road,  0.2U  mile  north  of  Baker  Lane.  12/5/U7,  UU.2; 
3/9/U8,  U7.2;  11/16/U8,  U7.5;  3/30/U9,  UU.5;  H/1U/U9,  50.5;  U/5/50,  U7.9; 
11/6/50,  52.3;  U/U/51,  U7.3;  11/20/51,  51.7;  U/U/52,  U6.8;  11/6/52,  50.5. 

2N/8E-7P1— Reference  point-top  concrete  base,  elevation  70.7  feet.  0.06 
mile  north  of  Baker  Lane,  0.U5  mile  east  of  Jack  Tone  Road.  11/26/U7, 


U5.7;  3/9/U8,  U8.U;  11/15/U8,  1+8.9;  2/3/U9,  U6.8;  2/IO/U9,  U7.7;  3/30/U9, 
U6.0;  5/5/U9,  U9.6;  11/1U/U9,  52.2. 

2N/8E-8 Bl — Reference  point-hole  in  pump  base,  elevation  8U.0  feet.  On  south 
side  of  Waterloo  East  Road.  0.2U  mile  east  of  Tully  Road.  11/26/U7,  5U.5; 
3/2/U8,  63.0;  11/16/U8,  58.0j  3/29/U9,  5U.5;  11/13/U9,  61.5;  U/5/50,  56.7; 
11/6/50,  62.2;  U/U/51,  56.2;  11/20/51,  61.6;  U/U/52,  56.2;  11/6/52,  62.2, 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-8N1 — Reference  point-hole  in  base  plate,  elevation  77«5  feet*     On 
west  side  of  Tully  Road,  0.18  mile  north  of  Baker  Lane.     12/l/hl,  U9.35 
3/3/U8,  56.25  11/15A8,  53.0;  3/30/U9,  U9.6;  11/15A9,  56.U;  U/5/50,  5U.85 
11/6/50,  57.9;  UA/51,  52.2;  11/20/51,  57.0;  UA/52,  52.1;  11/6/52,  58.3; 
3/31/53,  5U.0. 

2N/8E-8Q1 — Reference  point-hole  in  base  plate,  elevation  79,5  feet.     0.5 
mile  east  of  Tully  Road,  0.2U  mile  north  of  Baker  Lane.     11/26/U7,  51.1; 
3/23/U8,  51.6;  11/15A8,  5U.8;  3/30/U9,  51.2;  11/15A9,  58.6;  U/U/51,  55.1; 
UA/52,  52.3. 

2N/8E-9B1 — Reference  point-pump  base,  elevation  0.13  mile  south  of  Waterloo 
East  Road,  0.U5  mile  west  of  Duncan  Road.     9/22/U7,  63.6:   12/5/U7,  32.9; 
3/3/U8,  2U.3;  11/16A8,  28.1;  3/29/U9,  32.3;  11A5/U9,  2U.95  U/5/50,  29.65 
11/6/50,  23.7;  UA/52,  58.9;  11/6/52,  63.5;  3/31/53,  61.3. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-9H2 — Reference  point-hole  in  pump  base,  elevation  91.1  feet.  On  west 
side  of  Duncan  Road,  O.U  mile  south  of  Waterloo  East  Road.  11/25/U7,  57.7; 
3/17/U8,  59.8;  11/15/U8,  6U.O;  3/29/U9,  57.6;  11/15/U9,  6U.5;  11/6/50,  65.3; 
U/U/51,  59.0;  11/20/51,  6U.U;  U/U/52,  58.9;  11/6/52,  6U.5. 

2N/8E-9M1 — Reference  point- hole  in  base  plate,  elevation  86.0  feet.  0.77  mile 
west  of  Duncan  Road,  O.UU  mile  north  of  Baker  Lane.  12/l/U7,  53.7;  3/2/U8,  6U.0 
11/15/U8,  58. U5  3/30/U9,  5U.5;  11/13/U9,  62.0;  U/5/50,  57.2;  11/6/5Q,  62.9; 
U/U/51,  56.6;  11/23/51,  62.0;  U/U/52,  56.6;  11/6/52,  61.9. 

2N/8E-10C1 — Reference  point-top  of  casing  (31  above  ground),  elevation  98 
feet.  0.1  mile  south  of  Waterloo  East  Road,  0.U9  mile  east  of  Duncan  Road. 
11/28/U7,  60.7;  3/2/U8,  69.5;  11/15/U8,  65.1;  3/29A9,  60.9;  11/15/U9,  65.9. 

2N/8E-10E1 — Reference  point-casing  top,  elevation  91  feet.  On  east  side  of 
Duncan  Road,  0.U6  mile  south  of  Waterloo  East  Road  .  12/5/U7,  30.9;  3/2/U8, 
66.2>  11/15A8,  61.5;  3/29/U9,  58.6;  11/15/U9,  65.9. 

2N/8E-10H1 — Reference  point-slot  in  concrete,  elevation  106.U  feet.  On  east 
side  of  Cox  Road,  0.3U  mile  south  of  Waterloo  East  Road.  11/28/U7,  70.6; 
3/2A8,  79.0;  11/15A8,  7U.6;  2/3/U9,   71.8;  3/29/U9,  70.3;  11/15/U9,  76.6; 
U/5/50,  72.5;  11/6/50,  76.7;  U/U/51,  70.9;  11/20/51,  76.0;  UA/52,  70.7; 
11/6/52,  (oper.);  3/31/53,   77.0. 

2N/8E-10N1— Reference  point-hole  in  base  plate,  elevation  87.7  feet.  0.11 
mile  north  of  Baker  Lane,  0.15  mile  east  of  Duncan  Road.  11/26/U7,  53.9; 
3/18/U8,  55.7;  H/15/U8,  57.5;  3/29/U9,  $3.$;   11/15/U9,  60.7;  U/5A0,  56.5; 
11/6/50,  61.U;  UA/51,  55.9;  ll/20/5l,  60.5;  U/U/52,  55.3;  11/6/52,  61.7. 

2N/8E-10Q3 — Reference  point-slot  in  concrete  base,  elevation  92  feet.  On 
west  side  Cox  Road,  0.16  mile  north  of  Baker  Lane.  11/28/U7,  59.3;  3/2/U8, 
70.6;  11/15/U8,  60.2;  3/29/U9,  56.1;  ll/l6/U9,  61. 8. 

2N/8E-11  Bl — Reference  point-top  of  I-beam  under  pump,  elevation  106  feet.  On 
south  side  of  Waterloo  East  Road,  0.52  mile  east  of  Clements  Road.  11/25/U7, 
65.9;  3/18/U8,  67.7;  5/3/U8,  65.2;  6/2/U8,  6U.9;  7/1/U8,  96.6  (oper.);  8/2/U8, 
82.2;  9/1/U8,  91.3  (oper.);  9/20/U8,  76.8;  9/30/U8,  73.9;  11/3/U8,  70.5; 
11/18/U8,  69.2;  12/29/U8,  68.1;  2/10/U9,  66. U;  3/8/U9,  65.8;  UA/U9,  6U.U; 
5/5/U9,  69.3;  8/3/U9,  82. U  (oper.);  9/8/U9,  86.8;  10/7/U9,  73.6;  11/16/U9, 
71.3;  U/5/50,  67.0;  11/3/50,  75.U;  U/2/51,  6U.U;  11/20/51,  73.7;  U/U/52,  6U.8; 
11/6/52,  69.3;  3/26/53,  66.6. 

2N/8E-11E1--Reference  point-base  of  pump,  elevation  113.7  feet,  0.16  mile 
west  of  Wall  Road,  0.55  mile  south  of  Waterloo  East  Road.  12/6/U7,  7U.0; 
3/2/U8,  83.7;  II/18/U8,  78.3;  3/8/U9,  75.2;  UA/U9,  7U.0;  11/18/U9,  80.0; 
U/5/50,  76.1;  11/3/50,  83.7;  U/2/51,  79.6;  11/21/51,  85.9;  U/U/52,  78.7; 
11/6/52,  83.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
"/JELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-11F1— Refernce  point-slot  in  concrete  base,  elevation  103  feet.     0.18 
mTie  east  of  Wall  Road,  0.27  mile  south  of  Waterloo  East  Road.     11/28/1*7,  6U.2; 
3/2/1*8,  73.7?  11/18/1*8,  68.0?  3/8/1*9,  61*.7?  U/1/U9,  63.5?  11/16/1*9,  69.1. 

2N/3E-11Q1-- »  Reference  point-top  of  I  beams,   elevation  98  feet.     On  south  side 
Morrill  Road,  0.25  mile  east  of  Wall  Road.     11/25/1*7,  33. U?  3/2/1*8,   71.3? 
11/18/1*8,  65.7?  3/8/U9,  6U.6?  i*/l/l*9,  62.1?  Il/l9/h9t  65.5.  :■ 

2N/8E-12 C2 — Reference  point-hole  in  base  plate,  elevation  110  feet.     On  west 
side  Fine  Road,  0.77  mile  north  of  Linden  Road.     11/28/1*7,  63.3?  11/18/1*6, 
67. U?  3/8/1*9,  6U.1;  l*/l/l*9,  63.2?  11/17/1*9,  68.6. 

2N/8E-12KL — Reference  point- top  of  pipe  in  concrete  base,  elevation  103  feet. 
On  south  side  Morrill  Road,   1.06  mile  east  of  Wall  Road,   via  Morrill  Road. 
11/28/1*7,  62. U?  3AA8,  71.3?  U/7/U8,  62.2?  5/U/U8,  61.0?  6/13/1*8,  66.5? 
9/20/1*8,  73.2?  11A8A8,  66.0?   12/29/1*8,  6U.6?  3/8/1*9,  63.1?  l*/l/l*9,  62.0? 
11/17A9,  67.  1*. 

2N/8B-12I1- -Reference  point-top  of  concrete  pump  base,  elevation  109.5  feet. 
On  west  side  of  Fine  Road,  0.36  mile  north  of  Linden  Road.     ll/2l*/l*7,  65.6? 
11/18 A8,  69.0?  3/8/1*9,  65.9?  i*/l/l*9,  61*.7;  11/17/1*9,  73.2?  l*/5/50,  66.8? 
11/3/50,  70.8?  U/2/51,  6U.8?  11/20/51,  69.9?  UA/52,  65.3?  11/6/52,  69.9? 
3/26/53,  67.2, 

2N/8E-12J2 — Reference  point-hole  in  pump  base,  elevation  112  feet.     On  north 
side  of  Highway  8,  0.1*2  mile  east  of  Fine  Road.     ll/2l*/l*7,  65.8?   12/6/1*7, 
65. Us  3/1/U8,  68.7?  U/7/U8,  65.0?  5AA8,  61*.0. 

2N/8E-12P1- -Reference  point-top  of  I  beam,  elevation  111.3  feet.     0.05  mile 
west  of  Fine  Road,  0.16  mile  north  of  Linden  Road.     12/6/U7,  66. 1*?  3/10/1*8, 
75.7?  11/18A8,  70.6?  3/8/1*9,  67. 1*?  UA/U9,  66. h;  11/19/1*9,  72.6?  l*/5/5o, 
68. 1*?  11/3/50,   7U.U?  U/2/51,  69.2?  11/20/51,  71.2. 

2N/8E-13 LI— Refer ence  point-pipe  in  concrete  floor,   elevation  101*. 6  feet. 
On  west  side  Fine  Road,  O.36  mile  south  of  Mormon  Slough.     8/2/1*8,   79.5? 
9/1/1*8,  83.8?  10/U/U8,  67.7?  12/6/1*8,  63.3?  6/1/1*9,  67.6?  8/1/1*9,  81.6  (oper.)? 
9/1/1*9,  7l*.3;  10/3/1*9,  70.3^      "    ~"     '     7 

2N/8E-13 KL — Reference  point-hole  in  pump  base,  elevation  106.1*  feet.     0.10 
mile  east~of  Fine  Road.     0.1*7  mile  south  of  Mormon  Slough.     ll/2l*/l*7,  61.3? 
3/1/1*8,  61*.7?  1/7/1*8,  61. 6?  5A/U8,  59.7?  9/20/U8,  70.9?  11/17/1*8,  65. U? 
1/11/1*9,  63.2?  3/9/1*9,  61.5?  1*A/1*9,  61.1?  11/18/U9,  67. 1?  U/7/50,  63.5? 
11/3/50,  69.0?  U/2/51,  62.3?   11/20/51,  67.5?  UA/52,  62.7?  11/6/52,  69.2? 
3/27/53,  6U.3. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-11+C1 — Reference  point-top  of  pump  base,  elevation  95  feet.     0.1  mile  north 
of  Linden  Road,  0.19  mile  east  of  Wall  Road.     11/25/1*7,  57.6;  3/1/1*8,  67.5; 
U/7/U8,  58.6;  5/6/1*8,  $5.9;  9/20/1*8,  71.8;  11/18/1*8,  60.9;  12/29/1*8,  $9.h; 
2/10/U9,  58.9;  3/8/1*9,  57.7;  l*/l/l*9,  56.8;  5/5/1*9,  71.9  (oper.)j  8/3/1*9,, 
83.5;  9/8/1*9,  79.8;  10/7/1*9,  68.0;  U/5/50,  59.2;  11/3/50,  61*.2;  U/2/51,  57.8; 
11/20/51,  63.1*;  UA/52,  59.7;  11/6/52,  63.8;  3/27/53,  61.3 . 

2N/8E-11*  Bl—  Reference  point- concrete  platform  below  pump  base,  elevation  100.6 
feet.     0.07  mile  north  of  Linden  Road,  0.57  mile  east  of  Wall  Road.     9/22/1+7, 
75.0;  12/2/1*8,  67.7;  3/8/1*9,  61*.!*;  l*/l/l*9,  63.3;  11/18/1*9,  65.7. 

2N/8E-ll*Al — Reference  point- top  of  casing,  elevation  102  feet.     0.09  mile 
south  of  Linden  Road,  0.55  mile  west  of  Fine  Road.     11/2U/1+7,  61.0;  3/l/l*8, 
69.7;  11/18/1*8,  66.5;  3/8/1*9,  62.9;  l*/l/l*9,  62.1;  11/17/1*9,  70.5. 

2N/8E-II4JI — Reference  point-hole  in  base  plate,  elevation  101*  feet.     On  south- 


east side  Mormon  Slough,  0.38  mile  north  of  and  0.57  mile  west  of  the  northern 
intersection  of  Flood  and  Fine  Roads.     11/28/1*7,  60.0;  ll/l6/l*8,  65.5;   ll/l8/l*9, 
63.7. 

2N/8E-ll*Nl — Reference  point-top  of  I  beams  and  21*"  above  casing,  elevation  91 
feet.     OiTeast  side  Flood  Road,  0.27  mile  south  of  Linden  Road.     NOTE: 
elevation  reference  point  67.0  feet  before  November.  191*8.     11/28/U7,  30.6; 


3/2/1*8,  38.7;  11/16/1*8,  58. h;  3/W,  55.1;  1/1/1*9,  53.8;  11/17/1*9,  61.9; 
l*/7/50,  57.1*;   11/3/50,  62.6;  l*/2/5l,  56.1>  11/20/51,  62.0;   UA/52,  55.8;  11/6/52, 
62.1. 

2N/8E-15D1 — Reference  point-pump  base  hole,  elevation  88  feet.     0.21*  mile 
east  of  Duncan  Road,  0.25  mile  south  of  Baker  Lane.     32/5/1*7,   56.1;  3/19/1*8, 
56.2;  5/3/1*8,  5U.2;  6/1/1*8,  5U.2;  12/8/1*8,  59.1;  3/29/1*9,  55.6;  5/2/1*9,  60.5. 

2N/8E-15 1-2 —Ref erence  point-top  of  pipe  in  concrete  base,  elevation  85.6  feet. 
0.1  mile  east  of  Duncan  Road,  0.25  mile  north  of  Linden  Road.     11/26/1*7,  50.9; 
3/18/1*8,  52.1*;  L*/7/l*8,  50.3;  5/6/1*8,  1*9.1*;  6/13/1*8,  62. 1*;   7/15/1*8,  61*.7; 
11/12/1+8,  5U.9;  1/6/1*9,  52.7;  3/29/1*9,  51. lj  11/15/1*9,  59.0;  U/5/50,  53.6; 
11/6/50,  59.5;  l*/l*/5l,  53.1;  11/20/51,  58.8;  UA/52,  53.1;  11/6/52,  59.1; 
3/31/53,  55.1*. 

2N/8E-15 S2  —Reference  point-hole  in  base  plate,  elevation  90  feet.     On  east 
side  of  Cox  Road,  0.07  mile  north  of  Linden  Road.     11/28/U7,  55.3;  3/2/1*8, 
65.9;  l*/7/l*8,  56.5;  5/6/1*8,  5U.0;  11/15/U8,  59.1*;  12/29/1*8,  57,5;  2/3/1*9,  56.3; 
3/29/1*9,  5U.9;  11/15/1*9,  62.5. 

2N/8E-16D '.--Reference  point- hole  in  base  plate,  elevation  80.9  feet.     0.13 
mile  south  of  Baker  Lane,  0.26  mile  west  of  Archerdale  Road.     11/26/1*7,  1*8.9; 
3/2/1*8,  59.3;  11/15/1*8,  52.9;   3/30/1*9,  U9.2;  11/15/U9,  57.2;   U/5/50,  51.7; 
11/6/50,  57.7;  U/U/51,  51.6;  11/20/51,  57.0;  l*A/52,  5l.5>  n/6/52,  56.9; 
3/31/53,  53.8. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA .( continued ) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-16K1 — Reference  point- hole  in  pump  base,  elevation  82  feet.  On  east 
side  of  Archerdale  Road,  0.1*9  mile  north  of  Linden  Road.  12/2/1*8,  55.0; 
3/30/1*9,  51.9,  11/15/U9,  59.7. 

2N/8B-17B1— Reference  point-bottom  of  pump  base,  elevation  77  feet.  0.06  mile 
south  of  Baker  Lane,  0.5  mile  east  of  Tully  Road.  12/5/1*7,  1*9.2;  3/3/1*8,  58.9', 
11/15/U8,  53.0;  3/30/1*9,  U9.8;  11/15/1*9,  56.7;  i*/7/50,  52.5;  11/6/50,  58.2; 
11/20/51,  57.1*;  W52,  52.3s  11/6/52,  56.9. 

2N/8E-17E1— Reference  point-groove  in  concrete  base,  elevation  75  feet.  On 
west  side  of  Tully  Road,  0.36  mile  south  of  Baker  Lane.  12/10/1*7,  1*8.1*; 
3/9/U6,  53.1;  11/15/1*8,  52.1*;  3/30/1*9,  1*8.6;  11/15/1*9,  5U.8, 

2N/8E-I8 Cl — Reference  point-hole  in  side  of  casing,  elevation  70.0  feet. 
Southwest  corner  of  Gogna  Road  and  Baker  Lane.  3/23/1*8,  1*5.7;  5/3A8,  h3>5; 
6/2/U8,  1*1*.3;  7/2/1*8,  71.7;  8/3/U8,  63.5;  9/2/1*8,  65.1;  9/30/1*8,  53.$\   11/3/1*8, 
1*8.6;  11/16/1*8,  1*8.2;  3/30/1*9,  UU.8;  5/3/1*9,  51.1;  6/l/l*9,  57.0;  7/l/l*9,  60,5; 
8/1/U9,  66.1;  9/2/1*9,  65.0;  10/3/1*9,  5U.2;  ll/ll*/l*9,  51.5;  U/5/50,  1*7.5;  11/6/50, 
53.0;  UA/51,  1*7.1*;  11/20/51,  52.6;  l*/l*/52,  1*7.1;  11/6/52,  51.8;  3/31/53,  1*9.6. 

2N/8E-18F1 — Reference  point-hole  in  pump  base,  elevation  70.2  feet.  0.3  mile 
south  of  Baker  Lane,  0.1*5  mile  east  of  Jack  Tone  Road.  12/20/1*7,  1*1*. 1;  3/9/1*8, 
1*8.5;  3/2UA8,  50.3;  Il/l5/l*8,  1*8.1;  ll/ll*A9,  51. 1*. 

2N/8E-18N1 — Reference  point-bottom  of  steel  I  beam  under  floor,  elevation  69.2 


feet.  0.02  mile  east  of  Jack  Tone  Road,  0.19  mile  north  of  Fairchild  Lane. 
12/5/U7,  U5.6;  3/9/1*8,  1*9.0. 


2N/8B-19H1-- Reference  point-groove  in  concrete  base,  elevation  70.7  feet.  0.5U 
mile  east  of  Gogna  Road,  0,32  mile  north  of  Linden  Road.  12/10A7,  1*7.2; 
11/15/U8,  50.7;  3/30/1*9,  1*8.0;  11/16/1*9,  5U.U. 

2N/8E-19P2 — Reference  point-bottom  of  I  beam,  elevation  69.2  feet.  Northwest 


corner  of  Gogna  and  Linden  Roads.  12/10/1*7,  1*6.0;  3/9/1*8,  1*6.2;  l*/7/l*8,  1*1*. 9  s 
6/13/1*8,  1*9.7;  7/15/1*8,  1*9.9;  11/15/1*8,  1*9.9;  1/6/1*9,  1*8.9;  2/10/1*9,  1*7.5; 
3/29/1*9,  1*6.6;  5/5/1*9,  1*9.1;  11/16/1*9,  51*. 9;  l*A/50,  1*9.5;  11/6/50,  56.9; 
U/3/51,  50.1*;  11/20/51,  56.3;  U/3/52,  52.0;  11/6/52,  56.2;  3/31/53,  $2.3. 

2N/8E-20F1— Reference  point-hole  in  pump  base,  elevation  7i*.7  feet.  1.05  mile 
east  of  Gogna  Road,  0.2  mile  north  of  Linden  Road.  12/9/1*7,  56.7;  3/9/1*8,  50.8; 
l*/7/l*8,  1*7.0;  5/6/1*8,  1*6.3;  9/22/1*8,  57.8;  11/15A8,  $3.3i   1/10/1*9,  1*9.7; 
3/30/1*9,  1*8.2;  11/15/1*9,  55.2;  l*/l*/5o,  52.6;  11/6/50,  57.3;  U/3/51,  51.5; 
11/23/51,  56.9;  l*A/52,  51.5;  n/6/52,  56.8;  3/31/53,  53.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-23D2- -Reference  point-slot  in  concrete  base,  elevation  80  feet.  On 
south  side  of  Linden  Road,  0.25  mile  east  of  Murray  Road.  12/9/U7,  U8.6; 
3/2A8,  56.7;  U/7/U8,  U8.U;  5/6/U8,  U7.75  9/22/U8,  61.7;  11/15A8,  53.0j 
1/10A9,  51.1;  3/30/U9,   U9.6;  11/16A9,  58.8. 

2N/8E-21A1— 'Reference  point-slot  in  concrete  base,  elevation  87  feet.  On  vest 
side  of  Duncan  Road,  0.21  mile  south  of  Linden  Road.  12/8/1*7,  53.0;  3/2/I;8, 
60.2;  11/16/U9,  59.6;  U/7/50,  5U.7;  11/6/50,  60.7;  U/3/51,  57.1;  11/20/51, 
60.2;  UA/52,  Sh.S',   11/6/52,  60.6. 

2N/8E-21R1— Reference  point-hole  in  base  of  pump, elevation  80.8  feet.  On 
/jest  side  of  Duncan  Road,  0.36  mile  north  of  Tobacco  Road.  12/9/U7,  U5.U; 
3/2/U8,  51.7;  11/12/U8,  U9^8;  3/29/U9,  U6.U;  H/16/U9,  63.9',  k/h/SO,   U9.2; 
Ll/6/50,  55.3;  U/3/51,  U8.9;  11/20/51,  55.2;  UA/52,  1*9.3;  H/6/52,  57.1; 
3/31/53,  52.2. 

?N/8E-22jI — Reference  point-slot  in  concrete  base,  elevation  91  feet.  0.5- 
nile  south  of  Flood  Road,  0.U2  mile  west  of  Mormon  Slough.  11/25A7,  52.2; 
3/1A8,  61.6;  11/16A8,  55.8;  1/7A9,  55.0;  2/10/U9,  53. a;  3/8/U9,  53.2; 
*/lA9,  52. U;  5/5A9,  58.7;  11/17A9,  60.2. 

?N/8E-23Al- -Reference  point- top  of  casing,  elevation  98  feet.  On  south  side 
)f  Flood  Road,  0.21  mile  east  of  Mormon  Slough.  11/25/U7,  62.6;  3/18A8,  58.7; 


./5A8,  57.2;  5AA8,  58.8;  11/16/U8,  61.8;  3/9/U9,  58.2;  UAA9,  58.8;  11/18/U9, 
>7.0. 

?N/8E-2l* aL — Reference  point-hole  in  base  plate,  elevation  106.1  feet.  0.26 


lile  east  and  0.11  mile  south  of  the  northern  intersection  of  Flood  and  Fine 
toads.  11/2UA7,  59.2;  3/l/U8,  62.2;  11/17/U8,  63.U;  3/9/U9,  59.8;  UA/U9, 
to. 2;  11/18/U9,  67.0;  U/7/50,  62.1;  11/3/50,  67.7;  U/2/51,  61.3;  11/20/51, 
)7.ii;  UA/52,  61.9;  11/6/52,  69.1. 

iN/8E-2qPl — Reference  point-pipe  in  concrete  base,  elevation  127  feet.  On 


rest  side  of  Fine  Road,  0.32  mile  south  of  Flood  Road.  12/9/U7,  78.5;  3AA8, 
2.8;  11/17A8,  83.7;  3/9A9,  79.7;  U/U/U9,  82.U;  11/18/U9,  86.7;  14/6/50,  83.8; 
1/3/50,  88.3;  11/20/51,  88.5;  11/6/52,  88.8;  3/27/53,  85.6. 

N/8E-25a1— Reference  point- hole  in  pump  base,  elevation  110  feet.  0.U2  mile 
ast  of  Fine  Road,  0.61  mile  south  of  Flood  Road.  12/9/U7,  61.5;  3/19/U8, 
2.2;  11/17/U8,  66.0;  3/9A9,  62.9;  11/18/U9,  69.8. 

N/8E-25P1 — Reference  point-hole  in  pump  base,  elevation  101.5  feet.  In 
orthwest  corner  of  intersection  of  Fine  and  Milton  Roads.  12/U/U7,  52.1; 
/19/U8,  52.9;  U/5/U8,  52.1;  U/30A8,  52.0;  6/1/U8,  52.5;  7AA8,  71.8  (oper.); 
AA8,  72.2  (oper.);  9/I/U8,  61.7;  IO/1/U8,  58.8;  11/1/U8,  71.0  (oper.); 
1/22/U8,  56.5;  12/1/U8,  56.1;  1/8/U9,  5U.9;  3/10/1*9,  53.8;  5/2/U9,  71.5  (oper.) 
1/15A9,  60.9;  a/6/50,  57.0;  11/3/50,  63. 1;  11/21/51,  63.6;  11/6/52,  67.6; 
'27/53,  61.5. 
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DEPTIB  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-28 & — Reference  point-top  of  casing  underneath  pump  base,  elevation  78.1 
feet.     0.1*9  mile  east  of  Murray  Road,  0.95  mile  south  of  Linden  Road.     12/9/U7  , 
Uh.2;  3AA8,  1*9.2;  11/15/1*8,  1*8.6;  3/30/1*9,  1*5.1*;  H/l6/i*9,  53.0;  U/7/50,  1*8.7; 
11/6/50,  %.$>,  U/3/51,  1*8.9;  l*A/52,  1*8.8;  11/6/52,  $$,9. 

2N/8E- 28A1 — Reference  point- base  of  pump  at  hole  in  concrete,  elevation  82.3 
feet.     0.05  mile  west  of  Duncan  Road,  0.16  mile  north  of  Tobacco  Road. 
5/3A8,  50.0;   6/2/1*8,  1*7.5;   7/l/l*8,  81,6  (oper.);  8/3/1*8,  85.0  (oper.);   9/2/1*8, 
85.2   (oper.);   9/30/1*8,  UU.9;   H/3A8,  52.0;   11/12/1*8,  51.8;  3/29A9,  1*8.2; 
11/16/1*9,  55.2. 

2N/8E-28A2 — Reference  point-hole  in  concrete  base,  elevation  81.2  feet.     On 
west  side  of  Duncan  Road,  0.07  mile  north  of  Tobacco  Road.     12/9/1*7,  1*5.7; 
3AA8,  50.3;  3/2UA8,  50.3;  5/3/1*8,  1*1*. 1*;  6/2/1*8,  1*5.7;  7/1/1*8/60.2;  8/3/1*8, 
73.8   (oper.);   9/2/U8,  72. 1*  (oper.);   9/30/1*8,  53.6;   11/3/1*8,   51.1;  11/12/1*8, 
50.2;  3/29/1*9,  1*6.8;  11/16/1*9,  5U.1*. 

2N/8E-28R3 — Reference  point-slot  in  concrete  base,   elevation  81*.l  feet. 
Northwest  corner  of  intersection  of  Milton  and  Duncan  Roads.     12/9/1*7,  1*6.3; 
3/3/1*8,  52.3;  11/22/1*8,  50.6;  3/10/1*9,  1*7.3;  U/5/H9,  1*7.1;  11/16/U9,  55.3; 
liA/50,  50.7;  11/6/50,  57.1*;  U/2/51,  50.8;  ll/2l/5l,  57.9;  UA/52,  50.9; 
11/7/52,  58.6. 

2N/8E-29A1 — Reference  point-hole  in  pump  base,  elevation  7U.7  feet.     On  west 
side  of  Murray  Road,  0.9  mile  south  of  Linden  Road.     12/9/hl,  1*2.6;   3/U/U8, 
16.2;  11/15A8,  1*7.1;  3/30/U9,  1*3.9;  11/16/1*9,  51.3;  11/23/51,  53.1*. 

2N/8E-29G1 — Reference  point-pipe  in  concrete  base,   elevation  71*.  1*  feet.     0.27 
mile  west  of  Murray  Road,   1.50  mile  south  of  Linden  Road.     3/31/1*8,   U3.3, 
Ii/20/U8,  1*3.3;   5/3A8,  1*2.5;  6/2/U8,  1*3.0;   7/1/U8,  52.0;   9/30/1*8,  50.1;   ll/3/l*8, 
1*9.6;  11/15A8,  1*8.0;  3/30/1*9,  UU.9;  5/2/1*9,  1*8.0;  H/16/U9,  52.2. 

2K/8E-28L1 — Reference  point-hole  in  pump  base,  elevation  76.5  feet.  0.62 
mile  west  of  Duncan  Road,  0.61*  mile  north  of  Milton  Road.  12/9/1*7,  1*9.3; 
3AA8,  51.8;  11/22/U8,  1*8.6;  3/10/1*9,  U5.U;  l*/5/l*9,  1*5.5;  11/16/1*9,  53.1. 

2N/8E-29J1 — Reference  point-top  of  casing  between  pump  base  and  concrete, 
elevation  71*. 3  feet.     0.88  mile  north  of  Milton  Road,  1.01  miles  west  of 
Duncan  Road.     12/9/1*7,  1*2.1;   3A/U8,  50.1*;  11/22/1*8,  1*6.5;   3/10/1*9,  1*2.1} 
l*/5/l*9,  1*3.1*;  5/2/1*9,  1*7.7;  11/16/1*9,  50.6. 

2N/8E-30HL — Reference  point-hole  in  pump  base,  elevation  70.5  feet.     0.51* 
mile  east  of  Gogna  Road,  0.51*  mile  south  of  Linden  Road.     12/12/1*7,  1*7.6; 
3/3/1*8,  1*6.2;   11/15/U8,  1*6.6;  3/30/1*9,  1*3.3;  11/16/1*9,  51.2;  1/7/50,  1*6.5; 
11/6/50,  53. 1*;  U/3/51,  1*7.1*;  11/27/51,  53.3;  l*A/52,  1*7.6;  n/6/52,  53.1*; 
3/31/53,  51.8. 

2N/8E-31gL — Reference  point- hole  in  pump  base,   elevation  61*  feet.     0.55  mile 
east  of  Jack  Tone  Road,  0.1*9  mile  north  of  Southern  Pacific  Railroad.     12/12/1*7, 
39.1*;  3/3/U8,  1*0.2;  11/23/1*8,  1*1.7;  l*/6/l*9,  38.5;   11/17/1*9,  1*6.1*. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELIS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/8E-31N1 — Reference  point-hole  in  pump  base,  elevation  63.7  feet.     0.06 
mile  east  of  Jack  Tone  Road,  0.23  mile  north  of  Milton  Road.     12/12/1*7,  36.1; 
3/19/1*8,  3$.9;  11/23/1*8.  1*0.7;  3/9/1*9,  38.1*;  l*/5/l*9,  37.3;  11/17/1*9,  h5.$; 
11/6/50,  1*8.8;  a/3/5l,  k.3;  11/20/51,  U6.U3  UA/52,  1*1.7;  11/7/52,  1*8.7; 
3/27/53,  l*l*.l*. 

2N/8E-31R1— Reference     point-hole  in  pump  base,  elevation  65.5  feet.     In  east 


corner  of  junction  of  Milton  and  Copperopolis  Roads.     12/9/1*7,  35.2;  3/3/1*8, 
31*.  7;  11/22/1*8,  39.1*;  3/9/U9,  36.9;  i*/5/l*9,  36.2;  11/17/1*9,  1*3.9;  11/6/50, 
U7.7;  14/3/51,  38.6;  11/20/51,  1*8.7;  l*A/52,  39.9;  11/7/52,  50.6. 

2N/8E-32 L3r- Ref erence  point-hole  in  pump  base,  elevation  71.8  feet.     0.1  mile 
north  of  Milton  Road.     0.86  mile  east  of  Copperopolis  Road.     12/9/1*7,  39.0; 
3/l*/l*8,  la. 8;  11/23/1*8,  1*3.1}  3/10/U9,  1*0.5;  l*/5/l*9,  1*0.0;  1*/17/1*9,  1*7.9; 
U/U/50,  U3.7;  11/16/50,  50.6;  I4/3/51,  l*U.O;  11/21/51,  51.3;  l*A/52,  Uk.hs 
11/7/52,  50.5. 

2N/8E-33M.- -Reference  point-hole  in  pump  base,  elevation  77.1  feet.     0.79  mile 
west  of  Duncan  Road,  0.21*  mile  north  of  Milton  Road.     12/9/1*7,  1*2.1;   3/i/l*8, 
1*6.3;  11/22/1*8,  1*6.1;  3/10/1*9,  1*5.6;  i*/5/l*9,  1*5.5;  11/16/1*9,  51.3;  ii/U/50, 
1*6.6;   11/6/50,  53.2;   U/3/51,  1*6.7;   11/21/51,  5U.2;   l*/l*/52,  1*6.5;   11/7/52,  51*. 2. 

2N/8E-33F1 — Reference  point-slot  in  concrete  base,  elevation  77.6  feet.     On 


south  side  of  Milton  Road,  0.61  mile  west  of  Duncan  Road  via  Milton  Road. 
12/9/1*7,  1*1.1*;  3AA8,  1*5.6;  11/22/1*8,  1*5.1*;  3/10/1*9,  1*2.7;  U/5/U9,  1*2.5; 
11/16/1*9,  50.6. 

2N/8E-33P1 — Reference  point-slot  in  concrete  base,  elevation  75.1  feet.     0.22 
mile  nortn  of  Copperopolis  Road,  0.52  mile  west  of  Duncan  Road.     12/9/1*7,  1*3.2; 
3AA8,  1*1*.0;   11/22/1*8,  1*1*. 6;  3/10/1*9,  1*1.9;   l*/6/l*9,  1*1.2;   11/17/U9,  1*9.7. 

2N/8E-3l*Al — Reference  point- hole  in  base  of  pump,  elevation  87.5  feet.     On 
south  side  of  Milton  Road,  0.9  mile  east  of  Duncan  Road.     12/9/1*7,  1*5.7; 
3/3/1*8,  50.5;  11/22/1*8,  50.1;  3/10/1*9,  1*6.1*;  l*/5/l*9,  1*6.2;  11/16/1*9,  51*. 9. 

2N/8E-31*E1 — Reference  point-slot  in  concrete  base,  elevation  82.9  feet.     On 
south  side  of  Mormon  Slough,  0.07  mile  east  of  Duncan  Road.     12/8/1*8,  1*8.1*; 
1/8/1*9,  1*7.2;  3/10/1*9,  1*1*. 7;  l*/5/l*9,  1*1*.!*;   11/17/1*9,  53.1;  U/6/50,  1*7.5; 
11/6/50,  55.6;   i*/2/5l,  1*5.2;   11/21/51,  5U.7;   l*A/52,  $0.3;  11/7/52,  55.9; 
3/27/53,  51.1. 

2N/8E-31*P2 — Reference  point-base  of  pump,  top  of  I  beam,  elevation  79  feet. 
On  north  side  of  Copperopolis  Road,  0,1*2  mile  east  of  Duncan  Road.     12/8/1*8, 
1*2.9;  3/10/1*9,  la. 3;   l*/6/i*9,  1*1.01   11/17/1*9*   casing  sealed. 
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2N/8E-35-C1 — Reference  point-hole  in  pump  base,  elevation  89.8  feet.     On  south 
side  of  Milton  Road,  0.7  mile  west  of  Deitrich  Road.     12/9/U7,  U5.0;   U/5/U8, 
1*5.1*;  5A/1*8,  1*5.0;  11/22/U8,  1*9.9;  l/ll/itf,  1*9.6;  2/10/1*9,  1*8.0;  3/10/U9,  ' 
U7.U;  l*/5/l*9,  1*7.6;  5/5/1*9,  51.1;  11/15/1*9,  5U.7;  li/7/50,  51.1;  6/3/50,  58.6; 
7/5/50,  56.9;  8/3/50,  62. 0>  9/7/50,  59.5;  10/10/50,  57.2;  11/6/50,  57.1; 
ii/2/51,  51.6;  11/21/51,  57.5;  l*A/52,  51.7;  11/6/52,  59.7;  3/27/53,  ft.U. 

2N/8E-35j1— Reference  point-hole  in  pump  base,  elevation  86.8  feet.     On  south 
side  of  Southern  Pacific  Railroad,  0.28  mile  west  of  Deitrich  Road.     12/9/1*7, 
39.2;  3/UA8,  1*1.6;  11/22A8,  1*2.5;  3/10/1*9,  1*0.3;  U/5A9,  1*1.2;  11/15A9,  1*7.1*; 
ii/7/50,  1*3.9;  11/6/50,  1*9.7;  U/2/51,  1*7.3;  11/21/51,  5l.l;  l*A/52,  1*6.2;  11/6/52, 
58.7. 

2N/8E-36.H— 'Reference  point-top  of  casing,  elevation  97.7  feet.     In  northwest 
corner  of  intersection  of  Fine  Road  and  Southern  Pacific  Railroad,  in  Peters. 
12/9/1*7,  1*5. U;  3/3/1*8,  1*6,6;  11/22/1*8,  1*9.1;  3/10/1*9,  1*5.7;  U/5A9,  U7.6; 
11/15A9,  53.9;  U/7/50,  62.2;  11/3/50,  56.9;  U/2/51,  52.7;  11/21/51,  56.2; 
ii/li/52,  53.7;  11/6/52,  59.8;  3/27/53,  55.1. 

2N/9E-3 aL — Reference  point-hole  in  concrete  base,  elevation  150  feet.     On 
north  side  of  Bellota  River  Road,  0.92  mile  west  of  Waver ly  Road.     11/19/1*8, 
1*1*. 7;  12/29A8,  1*1*. 2;  3/31/1*9,  1*0.8;  11/15A9,  1*5.5;  3/30/50,  1*3.1*;  11/7/50, 
1*I<.5;  UA/51,  la. 7;  11/23/51,  1*8.0;  U/7/52,  1*1.7;  11/5/52,  1*3.2;  3/27/53,  1*2.1*. 

2N/9E-l*p2 — Reference  point-notch  in  casing  under  south  side  of  pump  base, 
elevation  138  feet.     On  north  side  of  Calaveras  River,  1.03  miles  northeast 
of  Linden  Road-Calaveras  River  crossing.     11/19/U8,   72.6;   12/29/1*8,   72.2; 
3/31/U9,  63.1;  ll/ll*/l*9,  72.7;  3/30/50,  71.0;  11/7/50,  70.1*;  l*/l*/5l,  62.6; 
11/23/51,  73.8. 

2N/9E-UA1 — Reference  point-slot  in  concrete  base,  elevation  11*3.8  feet.  On 
north  side  of  Bellota  River  Road,  0,7  mile  east  of  Gilmore  Road.  11/19/1*8, 
1*0.9;  12/29/1*8,  39.9;  3/31/1*9,  38.6;   ll/l5/l*9,  1*2.2. 

2N/9E-1*E3 — Reference  point-hole  in  pump  base,  elevation  132.8  feet.     On  west 
side  of  Gilmore  Road,  0.2  mile  south  of  Bellota  River  Road.     Il/l9/l*8,  68.8; 
3/31/1*9,  65.9;  11/15/1*9,  70.5;  3/30/50,  67.1*;  11/7/50,  67.7;  UA/51,  63.9; 
11/23/51,  67.1;  U/7/52,  60.h'r  11/5/52,  61*.2. 

2N/9E-UN1 — Reference  point-hole  in  pump  base,  elevation  151*  feet.  0.37  mile 
south  of  Bellota  River  Road,  0.7  mile  east  of  Gilmore  Road.  11/19/1*8,  ^•h', 
3/31/1*9,  51*.9;  11/15/1*9,  57.1;  3/30/50,  56.1;  11/7/50,  56.7;  11/23/51,  56.5; 
l*/7/52,  51*.3;  11/5/52,  (oper.);  3/27/53,  5h.9. 

2N/9E-1*N1 — Reference  point-hole  in  pump  base,  elevation  130.7  feet.     On  west 
side  of  Gilmore  Road,  0.53  mile  south  of  Bellota  River  Road.     11/19/1*8,  69. 1; 
3/31/1*9,  67.0;  11/15/1*9,  69.9. 
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2N/9E-  5  Hi—Reference  point-hole  in  pump  base,  elevation  132.7  feet.     0.67 
mile  east  of  Escalon-Bellota  Road,  on  south  side  of  Calaveras  River.     11/13/29, 
26.5;  10/23/30,  25.1;   12/18/31,  38.5;  11/7/32,  26.7;  12/23/33,  20.2;  ll/l9/3h, 
27.9;  11/9/36,  23. h;  11/8/37,  23.3;  1/16/39,  19.1;  l/22/Ul,  20.3;  11/19/U7, 
69.$',  3/22/U8,  69.U;   U/30/U8,  69.0;   6/1/U8,  68.7;   7/1/U8,  92.0  (oper.)  8/2/I48, 
73.9;  9/1/U8,  8l.li;   9/30A8,  7lw9,  11/3/U8,   73.2;  11/16/U8,   72.9;  12/1UA8, 
71.U;  3/8/U9,  70.7;  UA/U9,  66.5;  11/17/U9,   73.3,  ; 

2N/9E-5 LI —Reference  point-top  of  concrete  pump  base,  elevation  130.5  feet. 
On  east  side  of  Linden  Road,  0.06  mile  south  of  Calaveras  River  in  Bellota. 
11/2I4/U7,  71.2;  3/16/U8,  73.1;   11/16/U8,   77.0;  3/8/1*9,   73.9;  h/l/h9,  72.2; 
11/17/U9,  70. U;  3/30/50,  7U.3;  11/3/50,  7U.8;  U/2/51,  73.0;  11/6/52,  7U.9; 
3/2  7/53,  73.2. 

2N/9E-5 L2— Reference  point-hole  in  pump  base,  elevation  130.1  feet.     South 
side  of  Bellota  River  Road,  0.2U  mile  east  of  Escalon-Eellota  Road.     11/2U/U7 , 
67.6;  3/1/U8,   70.1*;  H/16/U8,  73.2;   3/8/U9,   70. 9*  UA/1+9,   70.2;  11/17/U9,  73.6. 

2N/9E-5N1— Reference  point-hole  in  pump  base,   elevation  127.0  feet.       0.1  mile 
south  of  Highway  8,  west  side  of  Escalon-Bellota  Road.     12/8/U7,   70.0;  3A/U8, 
72.3;  U/7A8,  69.7;  5AA8,   70.8;   9/20/U8,  77.0;  11/16A8,  73.2;  1/11/U9,  72.1; 
2/3A9,  71.7;  2/10/U9,  72.2;  3/8/U9,  71. U;  UAA9,  71.1;  5/2/U9,  71. h;  5/5A9, 
71.6;   6/1/U9,   8U.5  (oper.)57AA9,  73.0;  8/1/U9,   75.1;   9AA9,  88.8  (oper.); 
10/3/U9,  75.1;  11/17/U9,  VU.l;  3/30/50,  72.1;  11/3/50,  73.3;  U/2/51,  71.7; 
11/20/51,  72.9A1/6/52,  73.6;  3/27/53,  71.0. 

2N/9E-6F1 — Reference  point-top  of  casing,  elevation  130  feet.     0.28  mile 
north  of  Calaveras  River,   0.9U  mile  west  of  Bellota.     11/2U/U7,   7U.0;  3/18/U8, 
75.7;  11/16A8,  77.3;  3/8/U9,  75.1;  UAA9,  75.7;  11A7/U9,  77. It. 

2N/9E-6i:i"2 — Reference  point-bottom  of  base  plate  under  discharge  pipe,  elevation 
120  feet .     1.3U  miles  west  of  Bellota  on  south  side  of  Calaveras  River. 
11/28/1*7,  75.7;  11/16/U8,  77.1;  3/8/U9,  75.0;  h/l/h99  7U.U;  H/17/U9,  78.6; 
11/3/50,  79.u;  U/2/51,  79.8;  11/20/51,  76.7;  UA/52,  81.1;  11/6/52,  8U.3; 
3/20/53,   79.63  10/27/53  well  plumed,    substitute  Well  No,   2N/9— 6KL. 

2N/9E- 7, -vl—  Reference  point-pipe  in  concrete  base,   elevation  121  feet.     On  north 
side  of  Linden  Road,  0.63  mile  southwest  of  Escalon-Bellota  Road.     II/2J4A7, 
71.2;  3/I/I18,  71.7;  I4AA8,  69.3;  5A/U8,   70.9;   6/13/U8,  68.5;  12/2/1*8,  73.1; 
1/11/U9,   71.6;  2/10/1*9,   71.3;  3/Q/U9,  70.8;   U/3/U9,  67.8;   5/5/U9,   71.1*; 
11/17 A9,  73.9. 

2N/9E-7F1 — Reference  point-hole  in  pump  base,  elevation  116  feet.     On  north 
side  of  Linden  Road,   1.25  miles  southwest  of  Escalon-Bellota  Road.     12AA7, 
67.3;  3/18A8,  68.2;  11/16/1*8,  71.0;  3/8/1*9,  68.2;  1*A/1*9,  67.5;  11/17/1*9,  72.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

2N/9E-7G2 — Reference  point-hole  in  base  plate,  elevation  118  feet.  0.08  mile 
south  of  Mormon  Slough,  0.76  mile  west  of  Escalon-Eellota  Road.  11/28 A7, 
67.5,-  3/3/1*8,  68.6-  11/16/1*8,  70.7;  h/h/k9,   69.6;  11/17/1*9,  72. 1*;  k/l/SO,   69.5; 
U/3/50,  73.7;  9/2/51,  72.1;  U/U/52,  68.65  11/6/52,  71.0. 

2N/9E-9D1 — Reference  point-hole  in  pump  base,  elevation  133.2  feet.  On  west 
side  of  Gilmore  Road,  0.81*.  mile  south  of  Hellota  River  Road.  11/19/1*8,  72.2; 
3/31/U9,  70.55  H/15A9,  72.8;  3/30/50,  72.5;  11/7/50,  72.8;  l*/l*/5l,  70.8; 
11/23/51,  73. h;   U/7/52,  71.1;  11/5/52,  72.3; "3/27/53,  70.8. 

2N/9E-17C1- -Reference  point-top  of  casing,  elevation  188.2  feet.  On  west 
side  of  Escalon-Bsllota  Road,  1.56  miles  south  of  Linden  Road.  11/28/1*7,  98+; 
3/9/1*8,  100+;  11/30/1*8,  133.8;  3/8A9,  129. 1;  U/1/U9,   128. I*;  11/18A9,  136.3; 
!*/6/50,  131*.  65  11/3/50,  136.9;  l*/2/5l,  13l*.2;  11/21/51,  137.1;  l*/l*/52,  136.8; 
11/6/52,  137.8;  3/27/53,  135.6. 

2N/9E-18Q1— Reference  point-hole  in  pump  base,  elevation  110  feet.  0.21*  mile 
lorth  of  Flood  Road,  1.53  miles  west  of  Escalon-Bsllota  Road.  12/9/U7,  62.7; 
3/18A8,  6U.5;  11/30/1*8,  65.3;  3/8/1*9,  63.2;  l*/l*/l*9,  62.2;  11/18/1*9,  68.7; 
4/7/50,  65.2;  11/3/50,  69.8;  I4/2/51,  65. hi   11/29/51,  73.8;  UA/52,  65.7;  11/6/52, 
31.2;  3/27/53,  67.5. 

2N/9E-19H1- -Reference  point-top  of  Casing,  elevation  113  feet.  0.13  mile  north 
)f  Flood  Road,  1.38  miles  east  of  Fine  Road.  12/9/hl,   62.9;  3/l/l*8,  65.2; 
L1/17/U8,  67.5;  3/8A9,  6U.I5  1*AA9,  63.8;  11/18A9,  70.0. 

?N/9E-36R1--  Reference  point-top  of  2"x6"  next  to  discnarge  pipe  of  windmill, 


slevation  158  feet.  1  mile  east  of  junction  of  Waver ly  and  Copperopolis  Roads, 
L/31/50,  73.7;  3/1/50,  73.7;  U/3/50,  73.7;  5A/50,  71*. 8;  -6/2/50,  75.5;  7/3/50, 
75.5;  8/3/50,  75.8;  9/5/50,  75.9;  10/5/50,  75.9;  10/31/50,  76. h;   12/U/50,  75. k; 
1/9/51,  75.1*;  3/7/51,  75.1*;  3/28/51,  75.7;  5/1/51,  76.6;  6/5/51,  75.9;  7/3/51, 

76.3;  8/3/51,  78.1;  9A/51,  77.5;  10/1/51,  78.8;  11/23/51,  76. k;   1/16/52,  75.9; 

2/29/52,  73.8;  ii/3/52,  76.9;  11/12/52,  79.2;  3/27/53,  79.1. 

LN/6E-lJlfr- -Reference  point-center  of  face  of  pneumatic  ^atoe,  elevation  25.2 
?eet.  South  side  of  Fremont  Street,  50  feet  east  of  D  Street.  11/1/U6,  31; 
3/1/U7,  32;  11/1/U7,  39;  lA8,  37;  2/1*8,  38;  H/1/U8,  1*1;  U/28/U9,  38;  10/31/1*9, 
*5;  l*/50,  50  (oper.);  5/50,  ill;  10/31/50,  50;  2/28/51,  1*1;  10/30/51,  51;  2/25/52, 
*1;  11/1/52,  51*;  3/6/53,  1*5. 

LN/6E-3C1-»- — Reference  point-center  of  face  of  pneumatic  gage,  elevation  10.5 
Teet.  Soutnwest  corner  of  Podford  and  North  Edison  Street.  1/1*8,  26;  2/1*8, 
>5;  11/1/U8,  29;  l*/28/l*9,  52  (oper.);  10/31/1*9,  32;  10/31/50,  32;  2/28/51,  23; 
L0/29/51,  3U5  2/2U/52,  2U5  11/1/52,  33;   3A/53,  32. 

LN/6E-3J1-*--  Reference  point-center  of  face  of  pneumatic  gage,  elevation  13.2 
?eet.  50  feet  south  of  Poplar  Street,  50  feet  west  of  Monroe  Street.  II/I/I46, 
4U5  3/1/1*7,  1*2;  11/1/U7,  1*5;  1/1*8,  1*3;  2/1*8,  1*3;  II/1/I18,  U5;  l*/28/l*9,  l*5s  l*/50, 
Si  (oper.);  5/50,  1*1;  10/31/50,  Ul;  2/28/51,  37;  10/21/51,  50;  2/29/52,  36; 
Ll/l/52,  U8;  3A/53,  35. 

*Well  owned  and  measured  by  California  Water  Service  Company. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1N/6E-UD1-*- -Reference  point-center  of  face  of  pneumatic  gage,  elevation  5.7 


feet.  Southwest  corner  of  Michigan  and  Marine  Streets.  11/1/U6,  25;  3/l/hl,   16; 
11/1/U7,  33;  1/U8,  19s  2/I48,  19;ll/lA8,  .28:. •  U/28/U9,  30ao/3l/U9»28tU/#V67  (°P^«) 
'5/50,  32)  10/31/50,  31s  2/28/51,  255  1<VW*1,  26;  2/25/52,  25;  llA/52,  27; 
3/6/53,  23. 

1N/6E-UB1* — Reference  point-center  of  pneumatic  gage  face,  elevation  7.5  feet. 
South  side  of  Michigan  Street,  200  feet  west  of  Pershing  Avenue.  II/I/I46,  25; 
3/l/h7,  165  H/1/U7,  26s  1/U8,  19;  2/U8,  19s  ll/l/UB,  28;  U/28A9,  30;  10/31/U9, 
29;  V50,  Ii9  (oper.);  5/50,  33;  10/31/50,  26;  2/28/51,  22;  10/30/51,  28;  2/25/52, 
23;  11/1/52,  30;  3/5/53,  27. 

1N/6E-5G3- -Reference  point-top  of  casing,  elevation  1.7  feet.  Southwest  corner 


of  Plymouth  Road  and  Country  Club  Boulevard.  3/29/U8,  7.2;  6/3/U8,  8.2;  7/2/1+8, 
10.7s  8/3/U8,  13.0  (oper.)  9/3/U8,  13.6s  10/1/U8,  12.6;  11/3/1*8,  10.6s  11/30/1*8, 
9.7s  3/10A9,  7. Us  I4/6A9,  7. Us  H/10/U9,  10.8;  U/6/50,  8.9;   11/6/50,  12.5; 
11/19/51,  well  destroyed. 

1N/6E- 5M3- -Reference  point-top  of  casing,  elevation  -0.7  foot.  North  side  of 


Country  Club  boulevard,  at  irtersection  of  Moreing  Road.  12/16/1*7,  5.1*;  3/H/U8, 
3.8;  12/1/U8,  5.0;  3/10/U9,  3.7;  U/6/U9,  3.2;  11/10/1*9,  6.2;  U/6/50,  3.6;  11/6/50, 
7.7;  a/6/51,  3.2. 

1N/6E-12F1-"- — Reference  point-center  of  face  of  pneumatic  gage,  elevation  20.9  feet. 
200  feet  east  of  Wilson  Way,  50  feet  nortn  of  Sonora  Street.  ll/l/l*6,  1*8;  3/1/U7, 
i*5;  H/1/U7,  1*1*;  1/1*8,  U8;  2/1*8,  1*8;  11/1/1*8,  56;  l*/50,  86^  (oper.);  5/50,  $S\ 
10/31/50,  58;  1/26/51,  55;  10/20/51,  59;  2/2U/52,  51;  11/1/52,  63;  3/$/$3,   1*8. 

LN/6E- 13 Jl-"-- -Reference  point-center  of  face  of  pneumatic  gage,  elevation  20.2 
feet.  East  side  of  Scribner  Street,  25  feet  south  of  Julian  Street.  ll/l/[*7, 
38;  1/U8,  37;  2/U8,  36;  ll/l/l*8,  U7;  l*/28/l*9,  39;   10/31/1*9,  1*7;  U/50,  67  (oper.); 
5/50,  1*3;  10/31/50,  50;  2/28/51,  38;  10/30/51,  U9;  2/25/52,  1*0;  11/1/52,  52; 
3/5/53,  1*1*. 

1N/6E-11jC1*-  -Reference  point-center  of  face  of  pneumatic  gage,  elevation  12.6 
feet.  Southeast  corner  of  West  Jackson  and  South  Center  Streets.  11/1/U6,  31s 
3/1/U7,  33;   11/1/1*7,  36s  1/U8,  38;  2/U8,  31,-  U/28/U9,  36;  10/31/U9,  UO;  5/50, 
39;  10/31/50,  1*U;  2/28/51,  1*2;  10/29/51,  53;  2/2U/52,  U7;  11/1/52,  5U;  3A/53, 
50. 

1N/6E-16H1 — Reference  point- between  pump  base  and  concrete  pier,  elevation  I4.I4. 
feet.  0.23  mile  west  of  Fresno  Street  on  north  side  of  Charter  Way.  12/16/1*7, 


18.3;  3/11/148,  11*. 5;  U/7/U8,  17.2;  5/3/1*8,  20.6;  6/2/U8,  18. U;  7/2/1*8,  20.2; 
3/2/U8,  21.5s  9/7A8,  38.2  (oper.)s  11/8/U8,  22.0;  12/2/U8,  21.3s  3/10/U9,  18.6; 
U/6/U9,  19.0;  9/1/U9,  23.3;  10/l*/l*9,  29.9;  32/17/1*9,  23.5;  U/6/50,  20.1*;  11/3/50, 
29.5;  U/2/51,  19.2;  11/23/51,  22.8;  U/U/52,  17.6;  11/10/52,  25. C;  3/30/53,   20.7. 

Well  owned  and  measured  by  California  Water  Service  Company. 
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DEPTHS  TO  GROUND  Y/ATER  AT  MEASUREMENT 
V/EILS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

N/6E-16H3 — Reference  point-pipe  in  concrete  base,  elevation  2.5  feet.     On  south 


ide  of  Charter  Way  0.12  mile  west  of  Fresno  Street.     12/17/1*7,   18.5 5  3/11/1*8, 
6.0;  12/2/1*8,   21.5. 

M/6E-23R1 — Reference  point-top  of  1"  x  6"  over  casing,  elevation  12.3  feet,  west 


ide  of  Highway  50,0.6  mile  north  of  Southern  Pacific  Railroad  crossing.     8/3/1*9, 
1.5j  11/1/1*9,  22.6;  11/28/1*9,  22.6;   2/1/50,  21.2;  3/1/50,  19-3;  U/6/50,  19.0; 
/3/50,  19.8;  6/1/50,  21.5;  7/3/50,  22.7;  8/1/50,  2U.7j  9/1/50,  21*. 8;  10/6/50, 
5.5;  11/10/50,   2l*.0;  12/U/50,   21.6;  1/9/51,  17.6;  3/6/51,  16.1;  3/30/51,  15.7; 
/1/51,  16.9;  6/U/51,  19.2;  7/5/51,   20.0;  8/1/51,   22.3;  9  A/51,   22.8;  10/2/51, 
3.1*;  ll/lii/51,   23.2;  1/17/52,  20.1*;  2/27/52,  16.6$  3/31/52,  15.0;  11/5/52,   23.6; 
/1/53,   20.1. 

M/6E-25m1— Refer enc e  point-slot  in  pump  base,   elevation  17.0  feet.     West  side 


Kinley  Ave., 0.1*2  mile  north  f>f  McKinley  Ave.  and  Sperry  Road  Junction.     ll/l/l*9, 
2.6;  2/1/50,   22.1  (oper.);  3/1/50,  18.3;  l*/6/50,  18.1*;  5/3/50,  18. 9;  6/1/50, 
L.3;  7/3/50,   21.8;  8/1/50,  35.it  (oper.);  9/1/50,  31.7  (oper.);  10/6/50,   29. 0  (oper. 
L/1U/50,  21.8;  12/U/50,   20.0;  1/9/51,  28.7     (oper.);  3/6/51,  ll*.9  (oper.);  5/1/51, 
3.7  (oper.);  6 A/51,  17.8;   7/5/51,  19.1*1   8/1/51,  33.8  (oper.);  3/31/52,  15.0. 

V6E-35A1— Reference  point — top  of  2"  x  1*".     West  side  of  pump  in  7.0  feet  pit, 


Levation  7.2  feet.     0.12  mile  east  of  French  Camp  Road,  0.25  mile  west  of  U.  S. 
Lghway  50.     11/1/1*9,  10.9;  11/28/1*9,  8.9;  2/1/50,  8.3;  3/1/50,  7.7;  U/6/50,  7.1*; 
/3/50,   7.6;  6/1/50,  9.3;   7/3/50,  10.6;  8/1/50,  12.1;  8/31/50,  13.7;  10/6/50, 
1.6;  11/10/50,  9.1;  12/U/50,  7.7;  1/9/51,  1*.3;  3/6/51,  3.5;  3/30/51,  U. 855/1/51,  3.7 
/l*/5l,  5.U;  7/5/51,  $.$;  8/1/51,  ll*.3  (oper.);  10/2/51,  8.3;  11/13/51,  7.7; 
/17/52,  5.U;  2/27/52,  3.7;  3/31/52,  3.7;  11/5/52,  8.1*;  4/1/53,  6.5. 

V6E-36R2 — Reference  point-top  of  casing  of  domestic  well  under  windmill,  elevatior 


L  feet.     50  feet  west  and  500  feet  north  of  southwest  corner  of  southwest  quarter 
f  Section  36.    11/10/50,  11*. 5;  3/27/51,  9.1*;  11/13/51,  13.7;  3/31/52,  7.3; 
1/5/52,  11.6;  Vl/53,  k.h. 

V7E-1F3 — Reference  point-top  o£  casing  of  bottom    of  16  foot  pit,  elevation  55*k 
set.     0.06  mile  west  of  Best  itoad,  0.2U  mile  south   of  Milton  Road.     12/12 A7, 
L.3;  3/10A8,  32. w,  11/23/U8,  35.1;  3/9/U9,  3U.3;  V5/U9,  3U.1;  11/17A9,  1*2.2. 

/7E- liil — Reference  point-slot  in  concrete,   elevation  5U.8  feet.     0.15  mile  west 


C  Best  Road,  O.U  mile  south  of  Milton  Road.     12/13/U7,  30.6;  3/HA8,   29. hi 
1/23A8,  3U.7;  3/9/1*9,  31.6;  l*/5/l*9,  31.8;  11/17/1*9,  39.3;  U/6/50,  3l*.7;  11/6/50, 
2.1;  U/3/51,  32.1*;  11/23/51,  1*3.8;  l*/l*/52,  31.2;  11/7/52,  1*1*.7;  3/27/53,  35.6. 

V7E-1R1 — Reference  point-top  of  casing,  elevation  60. 0  feet.     0,23  mile  west  of 
ack  Tone  Road,  0.37  mile  south  of  Mormon  Slough.     12/12/1*7,  31.3;  3/3/1*8,  31.1*; 
/10/U8,  32.1;  11/22A8,  35.6;  3/9/1*9,  32.7;  l*/6/l*9,  31.5;  11/17/1*9,  1*0.5;  UA/50, 
5.8;  11/6/50,  1*3.7;  V3/51,  3U.1;  11/21/51,  1*1*. 7;  UA/52,  35.1;  11/7/52,  1*3.5. 

V7E-^L2 — Reference  point-pump  base  hole,   elevation  50.3  feet.     0.6  mile  east  of 
atereeption  of  Alpine  and  Copperopolis  Roads,  0.15  mile  south  of  Copperopolis 
oad.     12/13/U7,  31.3;  3/10/1*8,  33.6;  ll/2l*/l*8,  3l*.3;  1/8/1*9,  33.5;  2/10/1*9,  32.8; 
/10A9,  31.5;  U/5A9,  30.5;  5/5/1*9,  32.1*;  11/16/1*7,  38.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

LN/7E-3D1 — Reference  point-hole  in  pump  base,  elevation  39*$   feet.  0.81  mile  west 
>f  Alpine  Road,  O.UU  mile  north  of  Copperopolis  Road.  12/12/U7,  38.8;  11/2U/U8, 
*6.7;  3/31/U9,  32. 3;  11/16/U9,  hi. 3. 

J/7E-3H1 — Reference  point-hole  in  base  of  pump,  elevation  UU.U  feet.  East  corner 
if  intersection  of  Alpine  Road  and  Copperopolis  Road.  12/13/U7,  31.0;  3/9/U8, 
»9.8;  11/2UA8,  33.$-,   3/10/U9,  31.7?  U/5/U9,  30.6;  11/16/U9,  37.5;  U/6/50,  3U.7; 
1/3/50,  Ul.5;  U/3/51,  33.2;  11/21/51,  U2.7,  U/3/52,  33. U. 

LN/7E-3P2 — Reference  point-hole  in  pump  base,  elevation  hi  feet.  0.35  mile  east 
>f  Gillis  Road,  0.56  mile  north  of  Farmington  Road.  12/12/U7,  31.8;  3/8/U8 ,  30.1; 
1/2U/U8,  3h.$-3   3/31/U9,  30.6;  11/15/U9,  38.0;  U/U/50,  3$S* 

■N/7E-UP3- -Reference  point-top  of  beer  can  set  in  base  of  concrete,  elevation  3U 


,'eet.  O.U  mile  east  of  Walker  Lane,  O.lU  mile  south  of  Copperopolis  Road. 
2/15/U7,  3U.7;  3/9/U8,  3$.h-,   11/2U/U8,  37.1;  3/10/U9,  3U.3;  U/6/U9,  33.1;  11/7/U9, 
;2.8;  U/6/50,  37.5;  11/3/50,  U6.0;  U/3/51,  32.6;  11/21/51,  UU.8;  U/3/52,  32. U; 
.1/6/52,  Itf.U;  3/20/53,  Uo.3. 

■N/7E-I4RI — Reference  point-slot  in  concrete  base,  elevation  38  feet.  On  west  side 
Ullis  Road,  0.08  mile  south  of  Copperopolis  Road.  12/12/1*7,  3U.3;  3/8/U8,  31.7; 
1/2U/U8,  U6.U;  1/8/U9,  33.6;  2/10/U9,  33.5;  3/10/U9,  3.0;  U/6/U9,  28.0;  5/5/U9, 
3.U5  H/15/U9,  ill. 2;  11/21/51,  U3.7;  U/3/52,  26.2;  11/6/52,  Ul.3. 

N/7E-5R3 — Reference  point-top  of  casing  under  pump,  elevation  32  feet.  0.15  mile 
iorth  of  East  Main  Street,  0.0U  mile  i\rest  of  Walker  Lane.  12/16/U7,  36.6;  3/9/U8, 
7.0;  11/2U/U8,  39.3;  3/10/U9,  36. U;  U/6/U9,  35.2;  11/17/U9,  UU.9. 

N/7E-7E1-:;- — Reference  point-center  of  pneumatic  gage,  elevation  26.6  feet.  South- 
rest  corner  of  Scott  and  McDonnell  Streets.  ll/l/U6,  37;  3/1/U7,  36;   ll/l/U7,  U2; 
./UG/U7,  37;  2/U8/U7,  36;  11/1/U8,  51;  U/28/U9,  uU;  10/31/U9,  55;U/50/U9,  72 
oper.);  5/50/U9,  52;  10/31/50,  U8;  2/28/51,  U0;  10/20/51,  59;  2/29/52,  38; 
1/1/52,  U8;  3/3/53,  U2. 

N/7E-8F3 — Reference  point-top  of  casing,  elevation  31.6  feet.  0.12  mile  south  of 
ast  Main  Street,  0.3U  mile  east  of  Highway  99.  12/16/U7,  38.6;  3/9/U8,  37.9; 


1/2U/U8,  U.2;  3/10/U9,  39.7;  U/6/U9,  36.9;  11/17/U9,  U5.5;  U/3/50,  U0.U;  11/3/50, 
8.8;  U/3/51,  38.9;  11/21/51,  U8.2;  U/3/52,  U0.0;  11/6/52,  U9.8;  3/30/53,  U5.8. 

N/7E-8R1 —  Reference  point-slot  in  concrete  base,  elevation  32.0  feet.  On  north 
ide  of  Farming ton  Road,  0.U5  mile  west  of  Walker  Lane.  12/15/U7,  32. U;  3/8/U8, 
3.1;  11/2U/U8,  35.1;  3/31/U9,  33.1;  11/15/U9,  38.8;  U/U/50,  3U.9;  11/3/50,  Ul.6; 
/3/51,  3U.2;  11/21/51,  U1.7;  U/U/52,  3U.0;  11/6/52,  U2.9;  3/30/53,  37.9. 

N/7E-9L1 — Reference  point- hole  in  pump  base,  elevation  37.0  feet.  0.03  mile  north 
f  Farmington  Road,  0.03  mile  east  of  Wal.cer  Road.  12/15/U7,  32.7;  3/8/U8,  3U.U; 
/7/U9,  33.8;  11/17/U9,  U0.6. 

Well  owned  and  ne  asured  by  California  Water  Service  Company. 


67 


• 


' 


■     . 


DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

N/7E-9&1 — Reference  point-top  of  concrete  pipe  casing,  elevation  35.0  feet.     On 


orth  side  of  Farmington  Road,  0.35  mile  east  of  Walker  Lane.  12/15/47,  32. 7 J 
/8A8,  34.4;  5/7/48,  29.5;  6/1/48,  32.0;  7/2/48,  30.9;  9/1/48,  32.0;  9/30/48, 
9.7;  11/3/40,  31.7;  11/24/48,  31.9. 

N/7E-9Q1 — Reference  point-top  of  casing,  elevation  36  feet.     0.21  mile  south  of 


armington  Road,   0.43  mile  east  of  Walker  Lane.     12/15/47,  36.9;  3/9/48,  36.5; 
/2/48,  62.3  (oper.);  3/2/48,  63.4  (oper.);  9/1/48,  64.8  (oper.);  11/24/48,  28.4; 
/31/49,  26.6. 

N/7E-10E2 — Reference  point-between  pump  base  and  concrete,   elevation  41.2  feet. 


n  north  side   of  Farmington  Road,  0.15  mile  east  of  Gillis  Road.     12/12/47,   30.5; 
/5/48,  29.5;  4/5/48,  29. 0;  5/4/48,  28.4;  9/20/48,  35.0;  11/24/48,  32.6;  1/8/49, 
2.2;  2/10/49,  31.8;  3/10/49,  31.4;  4/6/49,  31.0. 

N/7E-11E1 — Reference  point-top  of  casing,   elevation  49.2  feet.     On  s  outh  side  of 


armington  Road,   0.1  mile  northwest  of  intersection  of  Duck  Creek  and  Farmington 
oad.    12/12/47,  28.6;  3/5/48,  30.3;  4/5/48,  27.7;  5/4/48,  27.5;  9/20/48,  36.8; 
1/24/48,  31.5;  1/8/49,  31.2;  3/10/49,  30.5;  4/6/49,  29.9;  11/15/49,  35.7;  4/4/50, 
2.9;  11/3/50,  39.2;  4/3/51,  32.2;  11/21/51,  40.0;  4/4/52,  32.6;  1L/6/52,  36.4. 

N/7E-11G1 — Reference  point-slot  in  concrete  base,  elevation  5l»7  feet.     On  north 
ide  of  Duck  Creek,  0.49  mile  east  of  intersection  of  Duck  Creek  and  Farmington 
oad.     12/12/47,  33.4;  3/5/48,  28.9;  11/24/48.  32.3;  3/10/49,  31.1;  4/6/49,  30.5; 
1/15/49,  36.5;  4/4/50,   33.0;  11/3/50,  40.0;  4/3/51,   32.2;   11/21/51,  40.1;  4/4/52, 
2.2 j  11/6/52,  38.O;   3/30/53,  41.3. 

N/    7E-1LJ1 — Reference  point-pipe  in  concrete  base,   elevation  54.2  feet.     On  west 
ide  of  Kaiser  Road.     0.1  mile  south  of  Farmington  Road.      3/5/U8,   29.7;  3/10/49, 
1.0;  4/5/49,  30.5. 

N/7E-12L1— Reference  point-hole  in  pump  base,    elevation  55.2  feet.     On  northeast 
ide  of  Farmington  Road,  0.57  mile  west  of  Jack  Tone  Road.     12/12/47,    26.4. 

N/7E-12Q1 — Reference  point-top  of  casing,  elevation  55.6  feet.     On  northeast  side 
f  Farmington  Road,  0.57  mile  west  of  Jack  Tone  Road.     11/30/48,   31.4  (oper.); 
/9/49,  29.6  (oper.)j  4/6/49,  29.9;  11/17/49,  36.3;  4A/50,  33.2;  11/6/50,  40.6; 
/3/51,  33.6;  11/21/51,  39.8;  4/8/52,  35.3;  11/7/52,   4L.1;  3/27/53,  38.8. 

N/7E-12R1 — Reference  point-hole  in  base  of  pump,  elevation  59.6  feet.     On  west 
ide  of  Jack  Tone  Road,   0.3  4  mile  north  of  Farmington  Road.      3/5/48,   27.8;  11/22/4^ 
0.3;  3/9/49,  30.1;  4/6/49,  29.I;  11/17/49,  35.0;  4/4/50,  32.9;  ll/6/5e,  39.9; 
/3/51,  34.4;  4/21/51,  41.4;  11/7/52,  42.4. 

N/7E-13E1 — Reference  point-top  of  casing,  elevation  51.7  feet.     0.4  mile  south   of 

armington  Road,  0.09  mile  east  of  Kaiser  Road.     7/25/49,   30.1;  11/29/49,  30.4; 

/6/50,  28.9;  11/9/50,  33.5;  3/27/51,  29.6;  11/14/51,  34.2;  4/9/52,  29. 0;  11/6/52, 
4.7;  3/31/53,  33.4. 
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DEPTHS  TO  GROUND  WATEK  AT  MEASUREMENT 
TOLLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

1N/7E-15E1 — Reference  point-hole  in  pump  base,   elevation  36  feet.     0.28  mile  north- 


west of  east  end  Carpenter  Road,  0.8  mile  south  of  junction  of  Giles  Road,  and  Statt 
Highway  1+.     7/22/1+9,  51.1 5  11/29/1*9,  29.9;  3/30/50,   27.3;  11/9/50,  32.7s  3/27/51, 
28J;  11/1U/51,  31.9J  4/1/52,   26. 6;  11/6/52,  34.3. 

1N/7E-15R1 — Reference  point-hole  in  pump  base,  elevation  1+1*  feet.     1.15  miles  north 


of  intersection  of  Austin  and  Mariposa  Roads.     11/28/1+9,   29.7;  3/30/50,    27. 5j 
11/9/50,  32.8;  3/27/51,  28.5;  ll/ll*/5l,  31.7;  u/8/52,  26.0;  11/6/52,  36.5. 

lN/7Er-l 6A1  — Ref ere nc e  point-top  of  concrete  pit,  elevation  37  feet.     0.56  mile 


south  of  *armington  Road,  0.29  mile  west   of  Gillis  Road.     12/15/1+7,  23.9;  3/9/1*8. 

25.1;  7/2/1+8,  63.9  (oper.)j  9/30/1+8,  33.0;  11/21+/U8,  29.2;  3/31/1*9,  27.8;  11/15/1*9, 
32.5. 

LN/7E-l8c5 — Reference  point-hole  in  pump  base,   elevation  27.3  feet.  On  west   side 


of  Pock  Lane,   0.1  mile  south  of  U.S.   Highway  99-     12/16/1+7,   36.6;  3/9/1*6,   35.5; 
L1/21+/1+8,  39.3;  3/31/1*9,  36. Us  11/15/1*9,  1*2.6;  l*/6/50,  38. 1*;  11/3/50,  1*5.5;  4/3/51, 
38.1;  11/21/51,  U*.6;  l+A/52,   37.1;  11/10/52,  1+6.0;   3/27/53,   1*1.2. 

IN/7E-18R2 — Reference  point-top  of  casing,  elevation  25.6  feet.     East  side  of  Pock 
Lane.  0.62  mile  south   of  8th  Avenue.     12/16/1+7,  26.1+ ;  3/9/U8,  27.7;  11/30/1*8,  29.2; 
I+/6A9,   26.1+5  11/15/1*9,  32.0;  4/6/50,  27.0;  11/3/50,  33.1*;  l*A/5l,  21+.3;  11/21/51, 
33.5;  liA/52,  21+.3;  11/10/52,  37.7. 

IN/7E-19DI — Reference  point-top  of  casing  under  pump,  elevation  22  feet.     In  front 
of  house  "at  281+7  south  B  Street,  Stockton.     12/16/1+7,  26.3;  3/11/1*8,  21.2;  11/30/1*8, 
20.8;  4/6/49,  IB. 8  3    H/18/1+9,   casin*  sealed. 

1N/7E-19P1 — Reference  point-hole  in  pump  base,  elevation  20.2  feet.  0.55  mile  east 
Df  Sharps  Lane,  0.55  mile  south  of  Carpenter  Road.  7/22/49,  25.4;  11/28/49,  26.0; 
3/30/5O,  20.9;  11/10/50,  27.1;  3/30/51,  17.7;  11/14/51,  27.0;  3/31/52,  17.0. 

1N/?E-19R1 — Reference  point-hole  in  pump  base,  elevation  21+.7  feet.     0.1+5  mile 
south  of  Carpenter  Road,  0.65  mile  west  of  U.S.  Highway  99.     11/28/1+9,   26.0;  4/6/50, 


21.7;  11/9/50,    27.2;   3/27/51,  18. 1;  11/13/51,  27.5;  3/31/52,  17.1;  11/5/52,  31.8; 
'4/1/53,   28.1*. 

LN/7E-20E1 — Reference  point — top  of  flange  on  discharge  pipe  at  top  of  pit,   elevatic 
26.1+  feet.     0.1*8  mile  west  of  U.  S.  Highway  99,   south  side  of  Carpenter  Road. 
7/22/1+9,  10.1;  11/28/1+9,   29.0;  1+/6/50,  21+.7;  11/9/50,  30. 1+;   3/27/51,  21.1;  11/13/51, 
29.8;  3/31/52,  22.0;  11/5/52,   35.0. 

LN/7E-20Q2 — Reference  point-hole  in  pump  base,  elevation  30.1  feet.     1.15  miles 


south  of  Duck  Creek  along  U.  S.   Highway  99,    east  side  of  highway.     7/22/49,   27.1; 
11/28/49,  25.9;  2/1/50,  24.3;  3/1/50,   22.1;  4/6/50,  22.0;  5/3/50,   23.4;  6/1/50, 
35.8  (oper.);  7/3/50,  28.0;  8/l/50,   28.3;  8/31/50,  28.6;  10/6/50,   26.7;  11/9/50, 
26.9;  12/4/50,  25.7;  1/9/51,  20.8;  3/6/51,  18.3;  3/30/51,  19.3;  5/1/51,  21.3; 
5/4/51,  27.4;  7/5/51,   27.6;  8/1/51,  29.6;  9/5/51,  30.8;  10/2/51,   29.1;  11/15/51, 
27.9;  2/27/52,  21.3;  4/1/52,  19.7;  11/5/52,  33.4;  4/1/53,  28.5. 
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sast  of  U.  S.  Highway  99,  0.2  mile  south  of  Mariposa  Road.     7/22/ltf,  28.1)  11/29 AS 
:6.5;  3/30/50,  22.9;  11/9/50,  28.1;  3/27/51,  21.3;  11/1U/51,  29.1. 

.N/7E-21B1--Reference  point-top  pump  base,  elevation  2?. 8  feet.     O.U  mile  east  of 


iraig  Ave.,  200  feet  north  of  Thompson  Road.     7/25/U9,   21.2;  11/28A9,   204; 
t/6/50,  16.9;  11/9/50,  22.0;  3/27/51,  16.1;  ll/lV5l,  21.8;  3/31/52,  16.5;  11/6/52. 
6.3;  Vl/53,  25.7. 

N/7E- 21  Jl— Reference  point-hole  in  casing,  elevation  35.7  feet.     0.95  mile  north 


DEPTHS  TO  GROUND  MTER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

N/7E- 21C1— Refer enc e  point-hole  in  pump  base,  elevation  31.9  feet.     0.78  mile 


f  Weber  Road,  0.75  mile  west  of  Atchison,  Topeka  and  Santa  Fe  Railroad  tracks, 
.2  miles  east  of  U.S.  Highway  99.  11/28A9,  26.6;  3/30/50,  21*. 1;  11/9/50,   26.7; 
/27/51,   20.3;  11AV51,  26.2;  3/31/52,   21.0;  11/6/52,  29.2. 

N/7E-22H1 — Reference  point-  hole  in  pump  base,  elevation  1*3.2  feet.     1  mile  west 
f  Kaiser  Road,  0.55  mile  north  of  Mariposa  Road.     7/27/1*9,  28.7;  11/28A9,  26.6; 
/30/50,  23.9;  11/9/50,  28.7;  3/27/51,  2li.5;  ll/lU/51,  31.8;  3/31/52,  25.7; 
A/53,  33.5. 

N/7E-23H1— Reference  point-top  of  casing  in  18.7  pit,  elevation  32.7  feet.     0.87 
ale  north  of  Mariposa  RoadV  west  side  of  Kaiser  Road.     7/25A9,     8.1;  11/29 A9, 
9-3J  V6/50,     7.6;  11/9/50,  12.U;  3/27/51,  U.5;  ll/lU/51,  13.1. 

N/7E-2UJ1 — Reference  point-hole  in  pump  base,   elevation  58.2  feet.     0.1  mile 


ast  of  Jack  Tone  Road,  1  mile  north  of  Mariposa  Road.     7/25/U9,  32.7;  11/29A9, 
8.8;  2/1/50,  28.1;  3/1/50,  27.6;  3/31/50.  27.U;  5/3/50,  28. U;   8/31/50,  33. Uj 
1/8/50,  32.2;  12A/50,  31. U;  1/9/51,  30. U;  3/6/51,  29.3;  3/29/51,  28.9;  5/1/51, 
9.6;  6A/51,  31.1;  7/5/51,  32.9;  10/2/51,  35.7;  11/16/51,  3U.2;  2/27/52,  31.7; 
,/7/52,  30.6;  11/6/52,  1*3.6;  3/2U/53,  33.8. 

N/7E-26C1 -Reference  point-hole  in  pump  base,  elevation  U7.7  feet.     0.3  mile  east 

I  Austin  Road,   south  side  of  Mariposa  Road.     7/25/U9,  27.3;  11/29/U9,  25.5; 

/31/50,  23.7;  11/9/50,  28.0;  3/27/51,  23.8;  ll/lU/5l,   29.9;  U/2/52,  2^.8;  11/6/52, 
3.0. 

N/7E-26A1 — Reference  point-  top  of  wood  casing  of  hand  pump  10 f   south   of  irriga- 


ion  well,  elevation  52.0  feet.     0.07  mile  south  of  Mariposa  Road,  west  side  of 
aiser  Road.     7/25A9,  17.1;  H/29/U9,  25.5;  3/31/50,  2i|.0;  11/9/50,   28.3;  3/27/51, 
5.0;  11/1U/51,  31. U.    U/2/52,  26.U;  11/6/52,  3U.0;  3/31/53,  30.0. 

N/7E-27H1 — Reference  point-top  of  casing,  elevation  1±2.8  feet.     350  feet  west  of 
ustin  Road,  north  side  of  Weber  Road.     11/28/U9,  23.0;  U/3/50,  19.9;  11/9/50, 
:lw3;  3/30/51,  19.0;  ll/lU/51,  25.7;  3/31/52,  20.0;  11/5/52,  27.1;  3/31/53,  2U.U. 

N/7E-28A2-Reference  point-hole  in  casing,  elevat  on  37.3  feet.     1  mile  west  of 
ustin  Road,   0.26  mile  north  of  Weber  Road.     7/22A9,  63.U  (oper.);  11/28/1*9,  23.0; 
1/10/50,  25. h;  3/30/51,  18.2;  ll/lU/51,  25.1;  3/31/53,  2U.8. 


70 


■■.■'•.■•• 


■ 

J, . 

■■:•■•■'  .         - 

_-'■-,  -■■••■■.•  .  : 

.     . .  ~ 

.'■',..  ...  :■; 

",•.•'  .      ■  r; 

I      -     '  •  '  :      .-,'■■■■• 

■ 
■ 

.  •    •     .  -•■.,       - .  -     ■ 

.        .         ,  ■.  .,  ...... 

' .       .  i  ■       :  .  ■  - 

■ 

■. 

■    .     : 

:  ■ '  ....'  .     •  .  ._ 

■      .  .  ....  .  ' 

■     •        .  '    '  :    ,-    •  ■.  •  ■  ,  ■  :   . 

I  .  • 


■ 


' 


•  ...  ... 

■  .,.  .......  _ 

•-  .  ■  .  .  •■■        I 

I  <      .  -        .  '    .    .        .  :■ 

-  ■  ■ 

■     '  ■-■       .  .  ■  _•    ■  ■  .  ■ 


DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water   in  feet  measured  from  reference  point) 

/7E-28M2 — Reference  point-hole   in  pump  base,   elevation  30.8  feet.     0.1  mile   south 
'  Weber  Road,  0.1  mile  east  of  IL.  S.  Highway  99.     7/22/1*9,   22. 1;  11/28/1*9,   21. 7 ; 
1/50,  20.8;  3/1/50,  19.05  U/6/50,  19.1;  5/3/50,  18. 95  W50,   21 .2 5   7/3/50,   22. 1*5 
1/50,  23.1*5  8/31/50,  2U.O5  10/6/50,  22.35  11/9/50,  22.75  1/9/51,  I8.I5  3/6/51, 
.15  3/30/51,  15.5 J  5/1/51,  16 J5  6/V51,  19.35  7/5/51,   20.85  8/1/51,  35.5  (oper.)5 
5/51,   21*. 65  10/2/51,  22.95  3/31/52,  17. O5  11/5/52,  27.75  U/l/53,   21*. 8. 

/7E-33A1— Reference  point-top  of  casing,   elevation  36. 0  feet.     0.52  mile  south 
Weber  Road,  west  side  of  Castle  Road.  7/22/1*9,  21. 85  11/28/1*9,  19. 85  l*/3/50,  16. 75 
/10/50,  21.65  3/30/51,  1U.35  H/1V51,  22.95  3/31/52,  15.35  11/5/52,  23.55  3/31/53. 
.1*. 

/7E-33Q1 — Reference  point-hole   in  base  of  pump,   elevation   31  feet.     0.1*  mile  west 
Castle  Road,  1.1*  miles  south  of  Weber  Road.     11/28/49,  13.75  3/30/50,  10.0 5 
/10/50,  11*. 1*5   ll/lU/51,  13.25   3/31/52,  6.5. 

/7E-35H1 — Ref er enc e  point-pipe  in  concrete   base,   elevation  1*9  feet.     1.3  miles 


nth  of  Mariposa  Road,  west  side  of  Kaiser  Road.      7/25/1*9,  36. I5  12/5/1*9,  19.1*5 
31/50,  17.55  11/9/50,   21.85   3/27/51,  16.35   lVlli/51,   23.55  V2/52,  I6.25   11/6/52, 
.1. 

/7E-35P1 — Reference  point-top  of  2"  x  1*"  pit  casing  south  side,  elevation  1*7.6 
et .     0 .  1*5  mile  east  of  Austin  Road,  1.25  miles  south  of  Weber  Road.     12/l/l*9,  17.8 
30/50,  15.25  11/9/50,  I9.85   3/27/51,  13.1*5  11/15/51,  21.3;  V2/52,   13.0. 

/7E-36H1 — Reference  point-top  of  casing,  elevation  51*. 9  feet.     0.93  mile  south  of 


riposa  Road,    0.2  mile  west  of  Jack  Tone  Road.    7/26/1*9,  39.65  11/30/1*9,  21. I5 
iil/50,  19.85  3/1/50,  19.U5  U/6/50,  19.25  5/3/50,  19.65  6/1/50,  21. 1*5  7/3/5$,  22. O5 
ljl/50,   26.1*5    8/31/50,   27.55   10/6/50,   21*. 25   11/9/50,   21*.3  5  12/V50,   22.95  1/9/51, 

.85  3/6/51,  17.65  3/30/51,  18.55  5/1/51,  17.95  6/l*/5l,  20.85  7/5/51,  23.I5 
./2/51,  25.7;  11/16/51,  28.2. 

V8E-5B1—  Reference  point-hole  in  pump  base,  elevation  69  feet.     0.11  mile  south 
>  Copperopolis  Road,  0.32  mile  west  of  Mormon  Slough.     12/9/1*7,  36.35  l*/5/l*8,  31*. 5; 
>Vli8,  33.85  11/22/1*8,  39.95  1/8/1*9,  38.1*5   2/10/1*9,  37-95  3/10/1*9,  35.75  U/6/l*9, 
11.55  5/5/1*9,  39.75  11/17/1*9,  1*1*.6. 

.78E-6E1 — Reference  point-hole  in  casing,   elevation  61.8  feet.     0.1  mile  east  of 
bk  Tone  Road,  0.37  mile  south   of  Milton  Road.     12/12/1*7,   38.65  3/19/1*8,  31. O5 
.722/1*8,  36.85  3/9/1*9,  35.05  k/5/h9,  3U.5;  11/17/1*9,  1*1.65  l*A/50,  36.75  11/6/50, 
ul;  U/3/51,  35.55  11/23/51,  1*5.65  UA/52,  36.01,  11/7/52,  1*8.1. 

/8E-6ji — Reference  point-pipe  in  concrete  base,   elevation  61*  feet,     0.7  mile  south 
Copperopolis  Road,   0.7  mile  east  of  Jack  Tone  Road.     12/12/1*7,  32.95  3/3/13, 
.25  11/22/1*8,  36.65  V6/U9,  33.95  11/17/1*9,  Ul.5. 

J/8E-7F1 — Reference  point-pipe  in  concrete  base,    elevation  62  feet.     0.1*5  mile  east 
I  Jack  Tone  Road,   0.52  mile  north    of  Farmington  Road.     12/12/1*7,   32. O5  l*/ll*/l*8, 
1.3;  5AA8,  32.8;  3/9 A9,  30.95  U/6/U9,  33.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

N/8E-1QB1 — Reference  point-pump  base  hole,  remove  1-inch  pipe  plug  in  base  of 


jjnp,  elevation  80  feet.  1  mile  south  of  Copperopolis  Road,  on  east  side  of 
rais  Road.  12/U/U7,  37.6;  3/3/U8,  3U.8;  U/5/U8, ,3U-7;  5A/U8,  3U.3;  9/20/U8, 
?.0;  11/23/U8;  38.5;  1/8/U9,  38.0;  3/10/U9,  37. U;  U/6/U9,  37.1;  11/17/U9,  U5.6; 
,/6/SO,   Ul.3s  H/6/50,  U7.3j  U/3/51,  Wu2;  UA/52,  U5.3;  11/7/52,  52.6;  3/27/53, 
7.3. 

V8B-11G1- -Reference  point-hole  in  pump  base,  elevation  86  feet.  1.52  miles 
outh  of  Copperopolis  Road,  0.15  mile  west  of  Deitrich  Road.  11/15/U9,  U2.9; 
77/50,  U0.6;  11/6/50,  U7.1;  U/2/51,  U1.6. 

vl/8E~  13 Jl- -Reference  point-hole  in  pump  base,  elevation  95  feet.  0.13  mile  south 
.   intersection  of  Duck  Creek  and  Hewitt  Road,  26I4  feet  west  of  Hewitt  Road. 
1/15/U9,  U2.0;  U/6/50,  39.1;  11/3/50,  U7.3;  U/2/51,  li3.5;  ll/a/51,  U8.5;  liA/52, 
iJ.hs  11/6/52,  $h.9>,   3/27/53,  U7.3. 


J/8E-13P1 — Reference  point-top  of  casing  in  pit,  elevation  80,9  feet.  O.I46  mile 


M/8E-luEl — Reference  point-hole  in  pump  base,  elevation  85  feet.  0.27  mile  north 
!  Farmington  Road,  0.38  mile  east  of  Drais  Road.  11/10/1*9,  Ul.65  k/l/50,   U0.2; 
1/3/50,  15.6;  11/23/51,  U7.U;  UA/52,  N.R.;  ll/l/52,  57.8;  3/27/53,  1*7.8. 

U/8E-17D1 — Reference  point-top  of  casing,  elevation  68.7  feet.  1.2  miles  east  of 
Jick  Tone  Road  on  south  side  of  State  Highway  U.  I2/U/I46,  27.0;  3/5/U7,  26.0; 
('29/U7,  30.8;  12/12/kl,  33-h;   3/5/U8,  30.3;  h/$/h£>,   28.8:  5/U/U8,  28.6;  9/20/1*8, 
>.5;  11/23/1*8,  32.1;  1/11/U9,  31.8;  2/10/1*9;  31.7;  3/10/U9,  31.5;  U/6/U9,  31.2; 
«'3/U9,  38.9;  11/17/1*9,  37.1*;  2/1/50,  36.2;  3/1/50,  35.5;  3/31/50,  35.1;  5A/50, 
J3.9;  6/2/50,  Ul. 7;  7/3/50,  58.2  (oper.);  8/2/50,  57.2  (oper.);  8/31/50,  59.1 
oper.) 5  10/6/50,  1*1*.  2-  11/8/50,  1*1. 3;  12/U/50,  UO.U;  3/10/51,  39.0;  3/6/51,  37.5; 
728/51,  37.0;  5/1/51,  37.9;  6/l*/5l,  1*0.9;  7/5/51,  1*6.9;  8/1/51,  1*5.1;  9A/51, 
fe.Uj  10/2/51,  1*5.5;  11/16/51,  1*3.7;  1/17/52,  1*1.7;  2/26/52,  UO.U5  U/9/52,  39.0; 
JL/12/52,  1*5.7;  3/2i*/53,  1*2.1*. 

M/8E- 17 Jl— Reference  point-top  of  11*.  5  foot  pit  curb,  elevation  71.9  feet.  2 
illes  east  of  Jack  Tone  Road,  0.73  mile  south  of  State  Highway  1*.  7/25/1*9,  32.0; 
1/30/U9,  3U.8;  3/31/50,  33.1*;  11/8/50,  39-0;  3/28/51,  35.1*;  11/21/51,  1*1.1$ 
K7/52,  37.6;  11/12/52,  1*3.1*;  3/30/53,  U0.6. 

H/8E-18M1 — Reference  point-base  of  pump,  elevation  59, k   feet.  0.55  mile  south 
!  State  Highway  1*,  east  side  of  Jack  Tone  Road.  7/25 A9,  33^\    11/29/1*9,  32.8; 
:'l/50,  32.2;  3/1/50,  31.5;  3/31/50,  31.3;  5/3/50,  31. U;  6/1/50,  31*.  7;  7/3/50, 
.5.5;  8/1/50,  37.2;  8/31/50,  38.8;  10/6/50,  37.6;  11/8/50,  36.8;  12/U/50,  36.3; 
:'9/5l,  35.1;  3/6/51,  33.1;  3/29/51,  32.9;  5/l/5l,  3U.2;  6A/51,  35.9;  7/5/51, 
3.3;  3/1/51,  39.7;  9/5/51,  liO .8;  10/1/51,  Uo.l*;  11/16/51,  35.6;  1/17/52,  32.1; 
/27/52,  28.3;  14/7/52,  23.7;  11/6/52,  lj0.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

N/8E-1931 — Reference  point-hole  im  pump  base,  elevation  63.2  feet.     0.6  mile  east 


f  Jack  Tone  Road,  1  mile  south  of  U.  S.  Highway  1*.     ll/29/h9,  31.6;  3/31/50,  30.}.; 
1/8/50,  35.1;  3/29/51,  31.8. 

M/8E-22 Jl  —Reference  point-hole  in  base  of  pump,  elevation  85.9  feet.     West 


Lde  Carrolton  Road,   1  mile  south  of  intersection  Carrolton  Road  and  State  High- 
ay  1*.     11/30/U9,  1*1.1;  3/31/50,  37.9;  3/28/51,  39.9;  11/12/52,  50.9;  3/30/53,  U6.3- 

V8E-23J1 — Reference  point-top  of  casing,  elevation  89. 1  feet.     1  mile  south  of 


inction  State  Highway  1*  and  Van  Allen  Road,  0.15  mile  west  of  Van  Allen  Road, 
>/6/l*9,  UO.85  ii/5/50,  37.8;  11/6/50,  1*1*.3;  3/28/51,  39.0;  5/V51,  13. 9;  6/V51, 
L.6  (oper.);  7/6/51,   78.7  (oper.);  U/7/52,  1*1.1*;  11/7/52,  51.7;  3/2l*/53,  l£.$. 

^/8E-2UJ2  —Reference  point-pipe  in  base  of  pump,   elevation  95.2  feet.     0.7 


ille  south  of  State  Highway  1*  and  Hewitt  Road  junction,  0.85  mile  west  of 
!;anleyRoad.  12/6/1*9,  1*3.6;  l*/5/50,  39.2;  11/6/50,  U5-U;  3/28/51,  1*0.6; 
L/19/51,  1*7.3;  U/9/52,  1*1.3;  11/12/52,  52.7. 

V8E-25G1 — Reference  point-top  of  casing,  elevation  93.2  feet.     1.2  miles  north 

f  Game  Road,  0.82  mile  west  of  Stanley  Road,  west  side  Mobley  Ave.  7/27/1*9,  49.0; 

>/6/l*9,  Ul.9;  U/5/50,  37.U;  11/2/50,  U6.U;  3/27/51,  38.1;  11/20/51,  1*7.7;  U/9/52, 
).7;  11/12/52,  52.8;  3/25/53,  14*. 2. 

M/8E-26 CI  —Reference  point-top  of  casing,  elevation  81*. 1*  feet.     0.55  mile  west 
1:  Van  Allen  Road> . south  side, of  Littlejohn  Creek.     7/29/U9,  Ul.l*;  12/6/1*9,  38.2; 
f5/50,  35.5;  11/6/50,  la. 85  3/27/51,  36.2;  11/19/51,  U3.6;  l*/7/52,  38.0. 

JJ/8E-26 A2  —Reference  point-top  of  casing,  elevation  88.7  feet.     250  feet  north- 
fcst  of  Oakwood  Road  and  Van  Allen  Road  junction.     12/6/1*9,  U0.3;    2/1/50,   38.2; 
;'l/50,  37.0;  l*/5/50,  36.7;  5/V50,  37.9;  6/2/50,  1*3.6;  7/3/50,  1*6.2;  8/2/50, 
13.6;  8/31/50,  1*9.3;  10/5/50,  1*6.3;  11/6/50,  1*3-9;  12/6/50,  1*1.5;  1/9/51,  39.9; 
/28/51,  37.2;  5/U/51,  1*U.6;  6/i*/5l,  U7.3;  7/6/51,  50.9;  8/2/51,  52.7;  9/6/51, 
Ll;  10/1/51,  50.1;  11/19/51,  14*.8;  1/16/52,  1*2.5;   2/27/52,  1*0.3;  l*/7/52,  38.6; 
1/7/52,  50.1;  3/2U/53,  1*3.9. 

U/8E-26L2  —Reference  point-hole  in  pump  base,  elevation  83. 0  feet.     North  side 
I  Oakwood  Road,  0.1*1*  mile  northeast  of  junction  of  Oakwood  and  Morrison  Roads. 
:?/6/l*9,  36.8;  l*/5/50,  33.7;  11/6/50,  1*0.3;  3/27/51,  58.7  (oper.);  11/19/51, 
lL.0; 

II/8E-26R1 — Reference  point-hole  in  pump  base,  elevation  86.2  feet.     West  side 

of  Van  Allen  Road,  0.65  mile  north  of  junction  of  Gawne  and  Van  Allen 
hads.     12/6/1*9,  37.3;  U/5/50,  33.3;  11/6/50,  1*1.0;  3/27/51,  3U.1;  11/19/51, 
I..8;  U/9/52,  35.8;  11/7/52,  1*6.6. 

II/8E-27 A1-- Refer ence  point-hole  in  pump  base,    elevation  83.3  feet.     West  side 
tirrolton  Road,  0.6  mile  north  of  intersection  of  Carrolton  and  Oakwood  Roads. 
Dl/30/1*9,  38.1;  3/31/50,  35.0;  11/6/50,  1*1.1*;  3/27/51,  32.1;  11/19/51,  U3.6; 
l'7/52,  38.1;  11/7/52,  1*7.2;  3/2l*/53,  1*2.5. 
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DEPTHS  TO  GROUND  WATER  k?  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

LN/8E-27R2 — Reference  point-hole  in  casing,  elevation  78.8  feet.     0.57  mile 
lorth  of  Gawne  Road,  north  side  of  Oakwood  ^oad.     7/26/1+9,  U6.1;  (oper.); 
L1/30/U9,  3U.0;  V5/50,  31.7|  11/6/50,  37.1;  3/27/51,  31. 7j  11/19/51,  39.1 
!»/7/$2,  33. 7j  11/7/52,  UU.l;  3/2U/53,  Uo.U. 

LN/8E-28H1 — Reference  point-top  of  concrete  casing  under  1"  x  2"  boards,  elevation 
75  feet.     0.U  mile  east  of  north  end  of  Sola  Road,  0.9  mile  north  of  north  end 
of  Stow  Road.    12/5A9,  31.8;  3/31/50,  29.5;  11/6/50,  3U.8;  3/27/51,  31.9; 
11/19/51,  36.2;  U/7/52,  33.2. 

1N/8E-294&— Reference  point-pipe  in  base,  elevation  68.2  feet.     0.85  mile  north 
of  Mariposa  Road,  west  side     of  Sola  Road.     7/26/U9,  62.7  (oper.);  12/5A9,  29.0; 
3/31/50,  26.8;  11/6/50,  32.1;  3/27/51,  27.6;  11/19/51,  33.9;  U/7/52,  29.7;  11/7/52, 
36. U;  3/2U/53,  33.6. 

LN/8E-30A1-- Reference  point-pipe  in  base,  elevation  66.5  feet.     1  mile  east  of 
Jack  Tone  Road,  0.9  mile  north  of  Mariposa  Road.     7/27/U9,  57.2  (oper.);  11/29A9, 
31.3;  3/31/50,  30.9;  11/8/50,  3U.0;  3/27/51,  31.3;  11/19/51,  36.3;  U/9/52,  33.1; 
U/7/52,  38.9;  3/2U/53,  36.5. 

LN/8E-30 Kl— Reference  point-top  of  casing  in  19.5  ■  pit,  elevation  U2.U  feet, 
3.75  mile  "east  of  Jack  Tone  Road,  0.65  mile  north  of  Mariposa  Road.     11/29/U9, 
6.3;  3/31/50,  5.2;  11/8/50,  9.6;  3/27/51,  5.8;  11/19/51,  11.9;  U/9/52,  8.1. 

1N/8E-32 Dl —Reference  point-hole  in  pump  base,  elevation  63.0  feet.     1.02  miles 
east  of  Jack  Tone  Road,  south  side  of  Mariposa  Road.    7/26/U.9,  60.U  (oper.); 
11/29/U9,  25. U;  3/31/50,  23.6;  11/8/50,  28.1;  3/27/51,  2U.2  j  11/19/51,  30.2; 
U/7/52,  23.5;  11/13/52,  31.2. 

1N/8E-32G1 — Reference  point-top  of  casing,  elevation  65.7  feet.     1.02  miles  south 
of  Mariposa  Road,  0.17  mile  west  of  intersection  of  Mariposa  and  Gawne  Roads. 
7/26/U9,  Ul.U  (oper.);  12/5/U9,  25.9;  U/6/50,  23.5;  11/6/50,  29.0;  3/27/51,  2U.5; 
11/19/51,  31.2;  V7/52,  26.0;  3/2U/53,  30.1. 

1N/8E-33H1 — Reference  point-slot  in  casing  below  pump  base,  elevation  73.1  feet. 
0.85  raile~~east  of  intersection  of  Mariposa  and  Gawne  Roads,  north   side  of  Gawne 
Roads. 7/26/U9,  39.U;  11/30/U9,  30.6;  U/5/50,  27.2;  11/6/50,  33.U;  3/27/51,  27.9; 
11/19/51,  36.1;  U/7/52,  30.5;  11/7/52,  38.0;  3/2U/53,  33.6. 

1N/8E-33P1 — Reference  point—top  of  casing,  elevation  69. 1  feet.     South  side 
of  Mariposa  Road.   0.5  mile  east  of  Murphy  Road,     12/5/U9,   25.9;  W50,  23.2; 
11/6/50,  28.5;  3/29/51,  23.8;  11/19/51,   31.2;  U/9/52,  26.0;  11/10/52,  33-3; 
3/26/53,  29.8. 

lN/8b-3Ujl< •  -Reference  point-hole  in  pump  base,   elevatjon  79.1  feet.     0.3  mile  east 
of  Nelson  Road,   south  side  of  Gawne  Road.     7/26/U9,  53. U  (oper.);  12/5/U9,  3U.U; 
11/6/50,  38.U;  3/27/51,  31.3;  11/7/52,  U3.0;  3/2V53,  37.1. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  Water  in  feet  measured  from  reference  point) 

/8E-35H2 — Reference  point-crack  between  concrete  base  and  wooden  base,   elevation 
,h  feet.     North  side  of  Gawne  Road,   l/8  mile  west  of  Van  Allen  Road,   8/3  A9, 
.6;  12/6A9,  3h.hs  2/1/50,  33.0;  3/1/50,  31.0;  l*/5/50,  30.6;  5A/50,  3U.7; 
'2/50,  U6.7;  7/3/50,  501;  8/2/50,  55.8  (oper.);  8/31/50,  5UA;  10/5/50,  U5.3; 
/6/50,  38.9;  12/6/50,  35.0;  1/9/51,  33.3;  3/6/51,  31.2;  3/28/51,  32.0;  5/V51, 
.8;  6/U/51,  U7.9  (oper.);  7/6/51,  50.5  (oper.);  8/2/51,  53.3;  9/6/51,  5U.1; 
/3/51,  55.1;  11/19/51,  Ho. 9;  1/16/52,  36.8;  2/27/52,  3U.8;  ii/9/52,  3U.5;  11/7/52, 
j.lj  3/25/53,  38. h. 

/8E-35 LI  —Reference  point-top  of  casing  in  pit,   elevation  72.2  feet.     0.55  mile 


Jst  of  Van  Allen  Road,   0.06  mile  south  of  Gawne  Road.     12/6/U9,   25.2;  U/5/50, 
.9;  11/6/50,  28.7;  3/27/51,  21. U;  11/19/51,  31.1. 

L/8E-36H1 — Reference  point-slot  in  pump  base,  east  side,  elevation  90.7  feet. 
%    mile  east  of  Mobley  Road,  0.2  mile  north  of  Gawne  Road.     7/27/l;9,   60.3   (oper.); 
u/6A9,  36.5;  V5/50,  32.3;  11/2/50,  1*0.6;  3/28/51,  33.7;  5A/51,  56. li;  6/6/51, 
i.2  (oper.);  7/6/51,  63.7  (oper.);  U/8/52,   32.5;  11/13/52,  1*6.9;  3/25/53,  U2.2. 

IJ/8E-36R1 — Reference  point-top  of  casing,, elevation  91.9  feet.     1  mile  east  of 
tn  Allen  Road,  0.5  mile  south  of  Gawne  Road.     12/6/U9,  37.6;  U/5/56,  33.7; 
/6/50,  1+1.7;  3/28/51,  38.5;  11/21/51,  U2.6;  U/8/52,  37.5;  11/13/52,  U8.5; 
J25/53,  1*0.8. 

L/9E-2R1 — Reference  point-top  of  casing,  elevation 3U0. 8  feet.  About  300  feet 
5st  of  Waver ly  Road,  2.2  miles  north  of  State  Highway  U.  8/3/U9,  55.5;  11/7/U9, 
■Us  12/9/U9,  56.9;  1/31/50,  57.1;  1/31/59,  57.5;  3/1/50,  57.5;  U/3/50,  57.5; 
^/50,  57.7;  6/2/50,  57.8;  7/3/50,  58.1;  8/3/50,  58.3;  9/5/50,  58.7;  10/5/50, 
2.8;  10/31/50,  59.1;  12/U/50,  59.3;  1/9/51,  59.2;  3/7/51,  58.7;  3/28/51,  59.5; 
[2/51,  59.6;  6/5/51,  59.U;  7/3/51,  59.7;  8/3/51,  60.0;  9A/51,  59.8;  10/1/51, 
=.2;  11/26/51,  62.U;  2/29/52,  60.1;  U/3/52,  60.3;  11/12/52,  6U.7;  3/25/53,  6U.0. 

1/9E-8H1 — Reference  point-hole  in  pump  base,  elevation  1U8.5  feet.     1.2  miles 
suth  of  Copper opolis  Road,  0.08  mile  west  of  Escalon-Bellota  Road.     11/7/U9, 
i.U;  10/31/50,  86.5;  11/21/51,  90.6. 


E-13DI — Reference  point-hole  in  pump  base,  elevation  1U3-.0  feet.     0.25  mile 
1st  of  intersection  of  Funck  Road  and  State  Highway  U,   200  feet  south  of  State 
Kghway  U,    11/7/U9,  51.3;  12/8/U9,  5l.h;  1/31/50,  51.5;  3/1/50,  51.3;  U/3/50, 
5.3;  5/U/50,  52.2;  6/2/50,  52.2;   7/3/50,  68.1  (oper.);  8/3/50,  53.6;  9/5/50, 
f;.3;  10/5/50,  68.0  (oper.);  10/31/50,  53.6;  12/U/50,  53-5;  1/9/51,  53-5;  3/7/51 
1.7;  3/28/51,  53.3;  5/2/51,  56.3;  6/5/51,  5U.2;  7/3/51,  71.9  (oper.);  8/2/51,  5^.9; 
JV51,  55.0;  10/1/51,  5U.3;    H/26/51,  5U.8;  1/16/52,  53.8;  2/29/52,  h9.y,  V3/52, 
!u9;  11/12/52,  58.8;  3/25/53,  58.8. 

II/9E-II4.  Jl-Reference  point-top  of  casing,   elevation  1U3.0  feet.     0.6  mile  south 
"'  Funck  Road  and  State  Highway  h  intersection,   0.1  mile  west  of  State  Highway  U. 
77A9,  53.9;  12/8/U9,  53.6;  U/3/50,  53.3;  10/31/50,  56.5;  3/28/51,  57.0;  11/26/51, 
|.3j  U/3/52,  56.8;  11/12/52,  62.5. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  ARM  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point 

N/9E-15L1 — Reference  point-slot  in  pump  base,   elevation  120.9  feet.     0.35  mile 


ast  of  Buckman  Road,  0.06  mile  west  of  Funck  Road.     11/7/1*9,  U3.5;  12/8/1*9, 
*3.8;  l*A/5o,  1*1.8;  10/31/50,  1*6.1;  3/28/51,  W*.l;  11/26/51,  U9.7;  U/3/52,  1*6.3; 
1/12/52,  52.1;  3/25/53,  53.U. 

.N/9E-15R1— Reference  point-top  of  concrete  in  27.7  foot  pit,   elevation  91.7  feet. 
).55  mile  east  of  Buckman  Road  and  State  Highway  I*  intersection,  north  side  of 
tate  Highway  1*.     12/9/1*9,  1U-2;  l*/U/50,  11.9;  10/31/50,  16.5;  3/28/51,  13.9s 
.1/26/51,  19.9;  V3/52,  16. 1. 

N/9E-17A1 — Reference  point-top  of  concrete  floor,  0.1*  feet  higher  than  top  of 
asing,   elevation  110.2  feet.     1  mile  north  of  State  Highway  1*,  west  side  of 
,scalon~Bellota  Road.     7/27/1*9,  M9. 3;  11/7/1*9,  1*6.7;  12/8/1*9,  hh.O;  1/31/50, 
£.6;  3/1/50,  1*1.8;  l*/3/50,  1*1.5;  5A/50,  U3.9;  6/2/50,  5U.5;  7/3/50,  50.1*; 
1/3/50,  53.2;  8/31/50,  52.8;  10/5/50,  50.9;  10/31/50,  1*8.7;  12/U/50,  1*6.7; 
./9/51,  U5.3;  3/8/51,  1*3.9;  3/28/51,  1*1*. 7;  5/2/51,  U8.0;  6/5/51,  52.9;  7/3/51, 
;6.9;  8/2/51,  55.8;  9A/51,  55.7;  10/1/51,  55.8;  11/21/51,  50.8;  1/16/52,  1*8.1; 
!/27/52,  1*6.9;  3/21/52,  1*6.7;  3/25/52,  1*6.3;  U/l/52,  1*6.3;  11/12/52,  56.3; 
1/25/53,  50.1*. 

■N/9E-17KL — Reference  point-top  of  casing,   elevation  102  feet.     3  miles  south 

>f  San  Julien  Road,  0.97  mile  west  of  Escalon-Bellota  Road.     11/15/1*9,  1*3.1*;  k/6/5C 

k-ij  11/3/50,  1*8.8;  U/2/51,  U2.6;  11/21/51,  Dropped;  11/6/52,  56.6;  3/27/53,  U7.6. 

■N/9E-17R1 — Reference  point-top  of  casing,   elevation  106.5  feet.     1,1*  miles  west 
)f  Escalon-Bellota  Road,  0.6  mile  north  of  State  Highway  1*.     7/27/1*9,  1*2.1*; 
.1/7/U9,  UU.2;  12/6/1*9,  1*1.9;  V5/50,  38.1;  10/31/50,  1*3.0;  3/28/51,  1*2.9; 
.1/21/51,  1*7.1;  U/9/52,  1*2.1*;  11/12/52,  5U.6;  3/25/53,  1*8.1. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

/9E-18P1- -Reference  point-top  of  casing,  elevation  99.ii  feet.  100  feet  west  of 


bersection  of  Mobley  and  Farmington  Roads.  8/3/1*9,  53.6;  12/6/1*9,  1*2.5;  U/5/50, 
.8;  11/2/50,  1*6.8;  3/28/51,  1*2.5;  11/19/51,  W.85  l*/9/52,  1*5. 2; ll/l 2/5 2,  56.3; 
25/53,   U7.1*. 

/9E-18Q1 — Reference  point-hole  in  pump  base,  elevation  101.3  feet.  North  side 
rmington  Road,  1.1*  miles  west  of  Escalon-Bellota  Road.  7/28/1*9,  63.8  (oper.); 
/6/l*9,  1*3.6;  l*/5/50,  1*0.5;  11/2/50,  1*7.6;  3/28/51,  1*3.6;  11/21/51,  i*9.0;  l*/9/52, 
.2. 

/9E- 1^K2  --Reference  point-hole  in  pump  base,  elevation  99.8  feet.  West  side  of 
anley  Road,  0.65  mile  south  of  State  Highway  1*.  12/6/1*9,  1*2.6;  l*/5/50,  39.2; 
/2/50,  1*6.9;  3/27/51,  1*1.1;  11/20/51,  1*8.6;  U/9/52,  1*2.7;  11/12/52,  51*.  7;  3/25/53, 
.1. 

/9E-20J1 — Reference  point-hole  in  pump  base,  elevation  107.9  feet.  West  side  of 
calon  Road,  0,7  mile  south  of  Southern  Pacific  Railroad  crossing,  1.9  miles  north 
Gawne  Road.  12/9/1*9,  1*1.1*;  1/31/50,  39.5;  3/1/50,  38.5;  l*A/50,  38.0;  5A/50, 
.5;  6/2/50,  1*8.3;  7/3/50,  59.0  (oper.);  8/3/50,  62.3  (oper.);  8/31/50,  52.1*; 
/5/50,  58.9;  11/1/50,  1*6.5;  12/6/50,  1*3.7;  1/9/51,  1*2.1;  3/8/51,  1*0.7;  3/28/51, 
.3;  5A/51,  1*5.7;  6/5/51,  51.7;  7/3/51,  55.U;.  8/2/51,  61*. 3  (oper.);  9 A/51,  56.0; 
/21/51,  1*8.8;  2/27/52,  1*1*.  8;  3/21/52,  1*2.9;  3/2l*/52,  1*2.9;  l*/2/52,  1*2.9;  11/13/52, 
.6. 

/9E-22G1 — Reference  point-slot  in  wooden  base,  elevation  119.3  feet.  About  200 
et  north  of  Sonora  Road,  0.6  mile  southeast  of  State  Highway  1*.  11/7/1*9,  36.0; 
/9/U9,  39.6;  l*/5/50,  37.9;  11  A/50,  38.0;  3/28/51,  38.0;  11/26/51,  37.6;  l*/l/52, 
.0;  11/6/52,  36.0;  3/25/53,  37.0. 

3/9E-23_Bl- -Reference  point-hole  in  pump  base,  elevation  155.0  feet.  South  side  of 
3ate  Highway  1*,  1.5  miles  east  of  Buckman  Road.  11/7/1*9,  68.3;  12/8/1*9,  67.9; 
L31/50,  67.6;  3/1/50,  67.2;  l*/3/50,  67.1;  5A/50,  68.2;  6/2/50,  69.0;  7/3/50,  79.0 
[per.);  8/3/50,  70.1*;  9/5/50,  80.0  (oper.);  10/5/50,  70.9;  10/31/50,  70.3;  12/l*/50, 
1.8;  1/9/51,  69.3;  3/7/51,  68.8;  5/2/51,  69.1*;  6/5/51,  70.U;  7/3/51,  80.5  (oper.); 
33/51,  81.1  (oper.);9/l*/5l,  71.5;  10A/51,  71.9;  11/26/51,  72.1;  1/16/52,  70.9; 
[29/52,  70.5;  3/21/52,  71.1;  3/25/52,  70.3;  U/3/52,  70.1;  11/12/52,  75.0. 

L/9E-23Q2- -Reference  point-top  of  casing,  elevation  127.8  feet.  0.35  mile  north- 
Ist  of  Henry  Road,  0.1  mile  north  of  Sonora  Road.  12/8/1*9,  1*1.1*;  U/5/50,  1*0.8; 
1/1/50,  1*1*.  7;  3/28/51,  1*3.5;  11/26/51,  1*5.6. 

1/9E-26  ji- -Reference  point-Slot  in  concrete  base,  elevation  130.1  feet.  West  side 
Henry  Road,  0.1*  mile  south  of  Sonora  Road.  12/9/1*9,  1*2.0;  1/3/50,  1*1.1*;  3/1/50, 
1.6;  a/5/50,  1*0.8;  5A/50,  1*2.2;  8/3/50,  1*0.6;  9A/50  1*7.7;  10/5/50,  1*8.0  (oper.); 
1/1/50,  h$.$;   12/U/50,  bh.ki   1/10/51,  1*3.3;  3/8/51,  1*2. 1*;  3/28/51,  1*2.3;  5/2/51, 
1.8;  6/5/51,  1*8.9;  8/3/51,  50.3;  9/U/51,  1*7.1;  10/1/51,  l*7.3;2/6/52,  38.2;  2/26/52, 
|.9;  3/21/52,  1*3.7;  3/25/52,  1*3.2;  l*/l/52,  1*3.3;  11/6/52,  50.2;  3/25/53,  1*7.2. 

\ 
1/9E- 28Q1— Reference  point-edge  of  concrete  block  curb,  elevation  113  feet.  0.6 
tie  east  of  Escalon-Bellota  Road,  1.3  miles  north  of  Carter  Road.  12/9/1*9,  1*3.1; 
l'U/50,  39.7;  11/1/50,  1*8.9;  l*A/5l,  1*3.3;  >l/20/5l,  51.7. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

L/9E-29A1- -Reference  point-bottom  pump  base,  elevation  106.5  feet.  1.3  miles 
kith  of  Farmington  Road.  0.1  mile  west  of  Escalon-Bellota  Road.   7/27/1*9,  60,5 
Qper.);  12/9/1*9,  1*1.8;  U/U/50,  36.7;  11  A/50,  U5.6;  3/28/51,  39.9;  11/21/51,  U3.8; 
(2/52,  1*1. 8;  11/13/52,  53.8. 

!/9E- 29L1  —Reference  point-pipe  in  base,  elevation  101  feet.  0.65  mile  west  of 
calon-Bellota  Road,  1  mile  north  of  Gawne  Road.  12/9/1*9,  39.0;  UA/50,  35.0; 
j/2/50,  UU.l;  3/29/51,  37.U;  11/21/51,  U5.9;  U/2/52,  39.7. 

1/9E-3QC3  --Reference  point-hole  in  pump  base,  elevation  95.6  feet.  0.3  mile  west 
I  Stanley  Road,  0.05  mile  west  of  Mobley  Road,  1  mile  south  of  State  Highway  U. 
I/6/U9,  1*2.6;  U/5/50,  38.1;  11/2/50,  10*. 9;  3/27/51,  38.0;  11/20/51,  1*7.6. 
I  side 

!:/9E-30Bl- -Reference  point-hole  in  pump  base,  elevation  97.9  feet.  East/ of  Stan- 
:y  Road,  1.1  mile  south  of  Farmington  Road.   7/9/1*9,  50.5;  12/6/1*9,  1*0. h;  U/5/50, 
H..7;  11/2/50,  1*5.1;  3/27/51,  38.3;  11/20/51,  1*6.9;  l*/9/52,  1*0.2;  11/12/52,  53.0. 

l'/9E-31Hl- -Reference  point-slot  in  pump  base,  elevation  10l*.3  feet.  1  mile  west 
'  Escanlon-Bellota  Road,  0,2  mile  north  of  Gawne  Road.   7/27/1*9,  61,7  (oper.); 
3>/6/l*9,  1*1,1*;  1/5/50,  37.9;  11/2/50,  1*6.0;  3/28/51,  39.0;  11/20/51,  1*7.5;  U/3/52, 
I..2;  11/13/52,  51*. 5;  3/25/53,  1*6.0. 

ZI/9E-32J1 — Reference  point-hole  in  pump  base,  elevation  107.5  feet.  West  side  of 
I; calon-Bellota  Road,  0.1  mile  south  of  Gawne  Road.  7/27/1*9,  59.9  (oper.);  12/9/1*9 
1.3;  1/3/50,  38.2;  3/1/50,  37.2;  l*/l*/50,  36.9;  5/U/50,  5U.3  (oper.);  6/2/50,  58.3' 
oper.);  7/3/50,  60.6  (oper.);  8/3/50,  61.1  (oper.);  8/31/50,  61.7  (oper.);  10/6/50. 
0.6  (oper. );  11/1/50,  1*1*.  7;  12/6/50,  1*2.2;  1/10/51,  1*0.5;  3/8/51,  38,8;  3/28/51, 
fe.l;  5A/51,  1*1.3;  6/5/51,  59.6  (oper.);  7/3/51,  61*. 8  (oper.);  8/2/51,  68.2  (operO; 
1/20/51,  1*6.1*;  1/16/52,  U3.3;  2/27/52,  1*1.9;  U/2/52,  1*2.0;  11/13/52,  52.1;  3/25/53. 

Li. 

■V9E-33P1 — Reference  point-base  of  pump,  elevation  118.3  feet.  North  side  of 
larter  Road,  0.1*8  mile  east  of  Escalon-Bellota  Road.   7/28/1*9,  62.8  (oper.); 
:?/8/l*9,  1*9.2;  l*/l*/50,  1*5.6;  ll/l/50,  51.2;  3/29/51,  1*8.5;  11/26/51,  51*. 1;  U/2/52, 
L.O;  11/6/52,  58.1*;  3/25/53,  51*.6. 

V9E-3UC1— -Reference  point-top  of  casing,  elevation  133.3  feet.  1  mile  north  of 
'arter  Road,  1.5miles  west  of  Escalon-Bellota  Road.  12/9/1*9,  56.8;  l*/I*/50,  5U.1; 
1/1/50,  61.2;  3/29/51,  57.1;  11/26/51,  62.1;  U/2/52,  59.8  (oper.);  11/6/52,  66.5; 
/25/53,  62.5. 

N/9E-3l*Nl- -Reference  point-slot  in  concrete  base,  elevation  121*.  8  feet.  0.25  mile 
orth  of  Carter  Road,  1.2  mile  east  of  Escalon-Bellota  Road.  12/8/1*9,  U9.2;  l*/l*/50, 
7.7;  11/1/50,  53.2;  11/26/51,  5U.6;  l*A/52,  50. 7;  11/6/52,  59.8. 

N/9E-35N1 — Reference  point- top  of  casing,  elevation  151. 2  feet.  North  side  of 
arter  Road,  1  mile  west  of  Henry  Road.  8/3/1*9,  66.1;  12/8/1*9,  69.3;  l*A/50,  66.5; 
1/1/50,  72.5;  3/29/51,  69.0;  11/23/51,  75.2;  U/2/52,  71.1*;  3/25/53,  78.1. 

N/lOE-lONl — Reference  point-top  of  I*"x6"  pipe  supports,  elevation  210  feet.  North 
ide  of  Copperopolis  Road,  1.5  miles  west  of  28  Mile  Road.  U/3/52,  97.1;  11/12/52, 
'8.0,  3/27/53,  97.8. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

lN/lOE- 2 2H1- -Reference  point-hole  in  pump  base,  elevation  182  feet.  O.li  mile  wes 
of  28  Mile  Road,  l,k   miles  south  of  Copperopolis  Road.  6/30/50,  79.8  (oper. ); 
8/3/50,  85. k   (oper.);  9/5/50,  55.9;  10/31/50,  51.5;  12A/50,  51.1;  1/9/51,  50.8; 
3/7/51,  51.1;  3/28/51,  50.U;  5/2/51,  52.1;  6/5/51,  53.6;  7/3/51,  87.1  (oper.); 
8/3/51,  86.2  (oper.) j  9A/51,  53. Uj  11/26/51,  52.6;  2/29/52,  51.2;  ii/3/52,  51.5; 
11/12/52,  53.^;   3/27/53,  53.0. 

1N/10E- 3 2F1- -Refer ence  point-top  of  h"   x  kn   curb,  elevation  161  feet.  North  side 


of  Sonora  Road,  3  miles  west  of  Town  of  Eugene.  1/31/50,  52. Oj  3/1/50,  51.8; 
li/5/50,  52.1;  5A/50,  52.3;  6/2/50,  52.2;  6/30/50,  53.2;  8/3/50,  52.6;  9/5/50, 
52.9;  10/5/50,  53.1;  10/31/50,  53.5;  12A/50,  53.7;  1/9/51,  53.8;  3/7/51,  5U.2; 
3/28/51,  53. h$   5/2/51,  53.9;  6/5/51,  5U.1;  7/3/51,  51i.li;  8/3/51,  5ii.5;  9/U/51, 
5U.U;  10/1/51,  55.0;  11/26/51,  55.U;  1/16/52,  5U.7;  2/29/52,  55.9;  U/3/52,  5U-.8; 
|,ll/l2/52,  56.7;  3/27/53,  59.0. 

1N/10E-35R1 — Reference  point-bottom  of  pump  base,  elevation  175  feet.  Southeast 
corner  of  28  Mile  Road  and  Sonora  Road,  0.5  mile  southeast  of  Town  of  Eugene. 
V3/52,  39.7;  11/12/52,  1*2.0;  3/27/53,  1|1.2. 

1N/10E-36R1 — Reference  point-slot  in  base,  elevation  178  feet.  0.75  mile  north 
of  Sonora  Road,  1.7  miles  east  of  28  mile  road.  U/3/52,  28.7;  11/12/52,  32. hi 
3/27/53,  29.5. 

1S/7E-1J1 — Reference  point- top  of  casing,  elevation  53. h   feet.  West  side  of  Jack 
Tone  Road,  1  mile  north  of  Wildwood  Road.  12/5/U9,  16. U;  2/1/50,  15.5;  3/1/50, 
Hi.  7;  a/6/50,  lli.ii;  5/3/50,  Hi. 8;  6/1/50,  16.5;  7/3/50,  17.3;  8/1/50,  18. U; 
8/31/50,  19.5;  10/6/50,  19.7;  11/9/50,  19.0;  12 A/50,  18.2;  1/9/51,  16.2;  3/6/51, 
Hi. 3;  3/30/51,  1U.2;  5/1/51,  Hi.8;  6 A/51,  15.6;  7/5/51,  17.8;  8/1/51,  18.7; 
9/5/51,  19.5;  10/2/51,  20.2;  11/15/51,  20.6;  1/17/52,  18.1;  2/27/52,  15.2;  k/h/$2 
13.2;  11/6/52,  20.7;  3/30/53,  19.8. 

1S/7E-2E1 — Reference  point-edge  of  concrete  base,  elevation  Uli.li  feet,  0.2  mile 
east  of  Austin  Road,  1.9  miles  south  of  Weber  Road.  12/l/li9,  Hi. 6;  3/30/50,  11. 5 
11/9/50,  16.7;  3/30/51,  9.3;  11/15/51,  15.8;  ii/l/52,  9.0;  11/5/52,  17.9. 

1S/7E-3 Al- -Reference  point-pipe  in  concrete  base,  elevation  Ii3.1  feet.  0.1  mile 
west  of  Austin  Road,  2  miles  south  of  Mariposa  Road.   7/25A9,  U0.7  (oper.); 
11/30/U9,  15.6;  3/30/50,  11.5,  11/9/50,  16.8;  3/30/51,  9.3;  11/15/51,  17.9; 
li/2/52,  8.3;  11/5/52,  18.3;  3/3V53.  17.0. 

1S/7E-5  CI— Ref erence  point-pipe  in  concrete  base,  elevation  26.1  feet.  0.55  mile 
west  of  Highway  99,  1.8  miles  south  of  Weber  Road.  11/28/U9,  11.2;  3/31/50,  7.5; 
11/9/50,  11.0;  3/30/51,  5.8;  11/15/51,  10.8;  3/31/52,  U.O;  11/5/52,  10.6. 

1S/7E-5a1- -Reference  point-pipe  in  concrete  base,  elevation  28.5  feet.  0.10  mile 
east  of  Highway  99,  1.50  miles  south  of  Weber  Road.   7/22/U9,  12.5;  11/28/U9, 
12.9;  2/1/50,  10.9;  3/1/50,  9.1;  I1/6/50,  9.U;  5/3/50,  11.1;  6/30/50,  12.8;  8/1/50 
U7.0  (oper.);  9/l/50,  15.7;  10/3/50,  1U.0;  11/3/50,  13. k;   12 A/50,  11.5;  1/9/51, 
7.9;  3/6/51,  6.5;  3/30/51,  6.8;  5 A/51,  9.9;  6 A/51,  10.6;  7/5/51,  12.3;  8/1/51, 
13.9;  9/5/51,  1U.U;  10/2/51,  13. U;  11/15/51,  13.0;  1/17/52,  10.5;  2/27/52,  7.1; 
3/31/52,  5.6;  11/6/52,  Hi.O;  3/31/53,  15. U. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/7E-6 1 12- -Reference  point- top  of  6"  x  6"  pump  support  over  5'  pit,  elevation  2k 
feet.  East  side  of  Durham  Ferry  Road,  0. 2  mile  north  of  French  Camp  Road. 
11/28/U9,  13.15  U/6/50,  ll.li;  11/10/50,  12.2;  3/27/51,  9.3;  11/13/51,  11.6; 
3/31/52,  8.5;  11/5/52,  10.2;  3/31/53,  13.0. 

1S/7E-6 J2 ^-Reference  point- top  of  casing,  elevation  31,3  feet.  North  side  of 
French  Camp  Road,  0.5  mile  west  of  Highway  99.  6/1/50,  9.8  (oper.);  7/3/50,  10.7; 
8/1/50,  9.9  (oper.);  8/31/50,  10.U  (oper.);  10/6/50,  7.2;  11/9/50,  7.8;  12 A/50, 
5.8;  1/9/51,  5.1;  3/6/51,  5.0;  3/30/51,  5.6;  5A/51,  5.6;  6 A/51,  8.U  (oper.); 
7/5/51,  9.5  (oper.);  8/1/51,  6.8;  10/2/51,  7.2;  11/15/51,  8.1;  1/17/52,  li.6; 
2/27/52,  U.5;  3/31/52,  U.7;  11/5/52,  7.6. 

1S/7E-10A1- -Reference  point-hole  in  pump  base,  elevation  U2. 1  feet.  West  side  of 
Austin  Road,  north  of  Lynch  Road.  12/12/19,  11.3;  3/30/50,  8.2;  11/9/50,  12.8; 
3/30/51,  6.3;  11A5/51,  13.0;  U/l/52",  6.1;  11/5/52,  Hi. 6;  3/31/53,  12.7. 

1S/7E-11H1 — Reference  point-hole  in  pump  base,  elevation  h7.9  feet.  0.1  mile 
south  of  Lynch  Road,  1  mile  east  of  Austin  Road.  12/1/1+9,  11.7,  3/30/50,  9.Uj 
11/9/50,  13.5;  3/30/51,  8.0;  11/15/51,  13.9;  U/2/52,  7.1. 

1S/7E-11I1 — Reference  point-hole  in  pump  base,  elevation  U5.1  feet.  0.U5   mile 
east  of  Austin  Road,  1.2U  miles  north  of  French  Camp  Road,  7/27A9,  11.8;  12/lA- 
10.6;  3/30/50,  8.U;  11/9/50,  11.9;  3/30/51,  6.7;  11/15/51,  12.3;  11/5/52,  12.6; 
3/31/53,  11.7. 

1S/7E-12H1- -Reference  point- top  of  casing,  elevation  h9.1   feet.  0.02  mile  west 
of  intersection  of  Wildwood  and  Jack  Tone  Roads.  7/27A9,  10.8;  12/5A9,  11.1; 
2/1/50,  10.9;  3/1/50,  10.0;  U/9/50,  9.5;  5/3/50,  9.5;  6/1/50,  10.lt;  7/3/50,  ll.h; 
8/1/50,  12.1;  8/31/50,  25.6  (oper.);  10/6/50,  13.5;  11/8/50,  13.2;  12/U/50,  12.6; 
1/9/50,  10.9;  3/6/51,  9.1;  3/30/51,  8.7;  5A/51,  9.U;  6A/51,  10. k;   7/5/51,  11.3; 
8/1/51,  12.7;  9/5/51,  12.8;  10/2/51,  12.8;  ll/l5/5l,  13.6;  1/17/52,  12.5;  2/27/52, 
10.1;  li/l/52,  8.5;  11/6/52,  1U.8;  3/30/53,  13.1. 

1S/7E-13 Cl--Ref erence  point-pipe  in  concrete  base,  elevation  1*6  feet.  0.6  mile 
west  of  Jack  Tone  Road,  0.7  mile  south  of  Wildwood  Road.  12/1/U9,  9.2;  3/30/50, 
7.U|  3/30/51,  6.7;  11/16/51,  11.8;  W52,  5.8;  11/10/52,  11.2;  3/30/53,  10.2. 

1S/7E-11|E1 — Reference  point-pipe  in  concrete  base,  elevation  U2.9  feet.  0.2 
mile  north  of  French  Camp  Road,  0.3  mile  east  of  Austin  Road.  12/1A9,  6.8; 
3/30/50,  ii.7;  11/8/50,  7.1;  3/30/51,  h.Q;   11/15/51,  7.6;  i*A/52,  3.$, 

lS/7E-li;Pl--Ref erence  point-top  of  casing,  elevation  39.7  feet.  North  side  of 
French  Camp  Road,  0.U3  mile  east  of  Prescott  Road.   7/27A9,  0.1;  12/1/U9,  l.Uj 
ii/7/50,  +0.9;  11/8/50,  1.6;  3/30/51,  +1.2;  11/15/51,  1.9;  UA/52,  +1.5;  11/5/52, 
1.2;  3/31/53,  0.0. 

1S/7E-15.  Dl-Ref erence  point-top  of  casing,  elevation  39.0  feet.  North  side  of 
French  Camp  Road,  0.7  mile  west  of  Austin  Road.   7/26/U9,  7.6;  12/1/U9,  8.6; 
U/7/50,  6.8;  11/9/50,  8.5;  3/30/51,  6.0. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/7E-1$F1 — Reference  point- top  of  casing,  elevation  k0.5   feet.  North  side  of 
French  Camp  Road,  0.3  mile  west  of  Austin  Road.   7/26/U9,  6.7;  12/1/1*9,  7.9; 
11/9/50,  7.9;  3/30/51,  a.8;  11/15/51,  8.35  W52,  U.O;  11/5/52,  8.U;  3/31/53, 
6.5. 

1S/7E- 2UD1- -Reference  point-top  of  casing,  elevation  U8.8  feet.  0.09  mile  north 
of  French  Camp  Road,  0.86  mile  west  of  Jack  Tone  Road.  7/27/U9,  6.5;  12/1/U9, 
7.9;  a/7/5o,  5.8;  11/8/50,  8.U;  3/30/51,  5.8;  11/15/51,  8.7;  U/U/52,  U.9;  11/7/5; 
7.9;  3/30/53,  7.8. 

lS/7E-2JtAl — Reference  point-top  of  casing,  elevation  U8.8  feet.  0,05  mile  west 
of  Jack  Tone  Road,  0.85  mile  north  of  French  Camp  Road.   7/27/U9,  2.U;  12/5A9, 
5.8;  2/1/50,  3.9;  3/1/50,  3.9;  a/6/50,  3.7;  5/3/50,  U.2;  6/1/50,  5.1;  7/3/50,  $.£ 
8/1/50,  6.2;  8/31/50,  6.8;  10/6/50,  7.1;  11/8/50,  7.3;  12A/50,  6.1;  1/9/51,  a.3; 
3/6/51,  3.U;  3/30/51,  3.9i   5/1/51,  U.5;  6 A/51,  a.8;  7/5/51,  ^.9;   8/1/51,  7.1; 
9/5/51,  7.U;  10/2/51,  6.8;  11/23/51,  7.5;  3/27/51,  3.7;  a/2/52,  3.0;  11/5/52,  7.: 
3/30/53,  6.0. 

1S/6E-I.K1— Reference  point-hole  in  pump  base,  elevation  89  feet.  0.55  mile  east 
of  Van  Allen  Road,  0.28  mile  north  of  Skiff  Road.   7/28/U9,  52.7  (oper.); 
.12/8A9,  37.8;  a/5/50,  3U.lj  ll/l/50,  ii2.3;  3/29/51,  36. U;  11/21/51,  hk.9. 

1S/8E-1P1 — Reference  point-slot  in  concrete  base,  elevation  87  feet.  North  side 
of  Skiff  Road,  0.5  mile  east  of  Van  Allen  Road.   2/27/52,  36.7;  11/13/52,  li9.5; 
3/26/53,  U2.7. 

1S/8E-2H1 — Reference  point-top  of  casing  at  bottom  of  13  foot  pit,  elevation  72.1; 
feet.  West  side  of  Van  Allen  Road,  1.3  miles  south  of  Gawne  Road.   7/29A9, 
29.5;  12/6/U9,  23.9;  U/5/50,  18.0;  11/6/50,  29.0;  3/29/51,  19.6;  11/23/51,  30.6; 
a/8/52,  22.0;  11/13/52,  3h.h;   3/26/53,  26.1. 

1S/8E- 2R1 — Reference  point-pipe  in  casing,  elevation  86.7  feet.  0.1  mile  north 
of  Skiff  Road  and  0.1  mile  west  of  Van  Allen  Road.  12/5A9,  38.9;  2/1/50,  3h.2; 
3/1/50,  32.8;  a/5/50,  32.7;  5A/50,  63.5  (oper.);  6/2/50,  63.1  (oper.);  7/3/50, 
63.8  (oper.);  8/2/50,  63.3  (oper.);  8/31/50,  62.9  (oper.);  10/5/50,  1*8. 0;  11/1/5C 
ii3.5;  12/6/50,  U3.0;  3/7/51,  3U.U;  3/29/51,  33.8;  5A/51,  3U.9;  6A/51,  62.9 
(oper.);  7/6/51,  6U.1  (oper.);  8/2/51,  63.6  (oper.);  9/6/51,  53.8  (oper.); 
11/23/51,  53.5  (oper.), 

IS /8E-I4 HI- -Reference  point-top  of  casing,  elevation  72.7  feet.  South  side  of 
Mariposa  Road,  1  mile  east  of  Murphy  Road.  7/26/U9,  7U.5  (oper.);  12/5/U9, 
28.5;  Ii/6/50,  2a. 7;  11/3/50,  31.1;  3/29/51,  25.5;  11/23/51,  33.7;  a/9/52,  28. 0; 
11/6/52,  36.0;  3/26/53,  31.5. 

1S/8E-5R1- -Reference  point-slot  in  casing,  elevation  63.2  feet.  West  side  of 
Murphy  Road,  0.5  mile  north  of  Wildwood  Road.   7/25A9,  36.7  (oper.);  12/5A9, 
19.6;  a/6/50,  18.1;  5/2/50,  18.1;  6/2/50,  37.2  (oper.);  6/30/50,  22.6;  8/2/50, 
ao.8  (oper.);  9/1/50,  ao.5  (oper.);  10/3/50,  19.2;  11/8/50,  20.6;  3/29/51,  17.9; 
11/16/51,  2a. 1;  a/8/52,  19.6;  11/6/52,  2a. 6. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/8E-6.D1 — Reference  point-hole  in  pump  base,  elevation  56.9  feet.  South  side  of 
Verdon  Road,  0.15  mile  east  of  Jack  Tone  Road.  11/30/U9,  20.3$  U/3/50,  18.1$ 
5/3/50,  18.9$  6/1/50,  38.8  (oper.)$  6/30/50,  21.5$  8/l/50,  23.7$  9/l/50,  26.0$ 
10/3/50,  2U.U$  11/9/50,  22.9$  U/2/52,  18.1$  11/6/52,  25.1. 

1S/8E-7J1-- Reference  point-top  of  casing,  elevation  57  feet.  South  side  of 
Wildwood  Road,  0.95  mile  east  of  Jack  Tone  Road.  7/2U/U9,  13.6$  12/5A9,  lU«6$ 
3/31/50,  13.2$  11/8/50,  16.8$  3/29/51,  13.0$  11/15/51,  17.7$  U/U/52,  12.8$ 
11/6/52,  17.U. 

1S/8E-6  J2— Reference  point-pump  base  hole,  elevation  6U  feet.  West  side  of 
Murphy  Road,  0.1  mile  south  of  Wildwood  Road.  11/8/50,  19.8$  3/29/51,  16.5$ 
11/16/51,  21.2$  UA/52,  17.2$  11/6/52,  21.8. 

1S/8E-8R1—  Reference  point-hole  in  pump  base,  elevation  61.1  feet.  Northwest 
corner  Dodds  and  Murphy  Roads.  7/26/U9,  13. U$  12/l/U9,  15.0$  3/31/50,  13.U; 
11/8/50,  well  filled  in. 

1S/8E-9a1— Reference  point-pump  base  hole,  elevation  71.0  feet.  1  mile  east  of 
Murphy  Road,  1  mile  north  of  Dodd  Road.  7/25/U9,  53.8  (oper.)$  12/5/U9,  2U.9$ 
3/31/50,  21.6$  11/3/50,  27.3$  3/29/51,  22.3$  ll/l6/5l,  29.5$  U/9/52,  2U.2$ 
11/6/52,  32.2$  3/26/53,  27.2. 

1S/8E- 10F2— Ref er enc e  point-pump  base  hole,  elevation  7h  feet.  0.5  mile  north 
of  Dodds  Road,  0.5  mile  west  ©f  Carrolton  Road.  12/5A9,  26.2$  U/6/50,  2U.0$ 
11/3/50,  29.1$  11/16/51,  30.li$  UA/52,  2U.6$  11/10/52,  32.3$  3/26/53,  27.5. 

1S/8E-11  LI— Ref erence  point-hole  in  pump  base,  elevation  80.0  feet.  0.2  mile 
southwest  of  Mariposa  Road,  0.5  mile  west  of  Van  Allen  Road.  12/7 /U9,  30.5$ 
U/7/50,  26.6$  11/3/50,  3U.9$  11/23/51,  3U.8$  U/9/52,  29.7$  11/10/52,  10.3. 

1S/8E-11R1 — Reference  point-hole  in  pump  base,  elevation  86, U  feet.  West  side  of 
Van  Allen  Road.  0.3  mile  north  of  Dodds  Road.  7/29/U9,  39,1$  12/7/U9,  3U.3$ 
2/1/50,  31.6$  3/1/50,  30.3$  U/5/50,  31.8$  5/U/50,  3U.0$  6/2/50,  39.3$  7/3/50, 
U0.5$  8/2/50,  Ul.7$  8/31/50,  52.0  (oper.)$  10/5/50,  U2.7$  11/3/50,  39.9$  12/6/50, 
35.9$  1/10/51,  32.8$  3/6/51,  29.8;  3/29/51,  30.8$  5/l/5l,  33.0$  6A/51,  38.9$ 
7/5/51,  a. 7$  8/2/51,  52.1$  10/1/51,  U6.3$  11/23/51,  S3.$;   2/27/52,  36.7$  U/9/52, 
32.6$  11/10/52,  U5.5$  3/26/53,  35.U. 

1S/8E-12A1 — Reference  point-hole  in  pump  base,  elevation  96  feet.  0.2  mile  south 
of  Skiff  Road,  1  mile  east  of  Van  Allen  Road.  12/8/U9,  39. 9$  U/3/50,  36.3$ 
11/1/50,  UU.U$  11/23/51,  U6.1$  11/13/52,  53.U. 

1S/8E-1U  LI — Reference  point-hole  in  pump  base,  elevation  77  feet.  0.2  mile  east 
of  Robinson  Road,  0.5  mile  south  of  Dodds  Road,  11/3/50,  30. U$  3/29/51,  2U.1$ 
11/23/51,  33.1$  U/9/52,  25.7$  11/10/52,  35. U. 

1S/8E-1UP1 — Reference  point-top  of  casing,  elevation  78.3  feet.  West  side  of 
Robinson  Road,  0.1  mile  north  of  Avena  Road.  12/7/U9,  16. U$  U/7/50,  13. U. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

!S/8E-lItRl — Reference  point-top  of  casing,  elevation  86,8  feet.  0.1  mile  north 
of  Avena  Road,  O.llt  mile  west  of  Van  Allen  Road.   7/29A9,  U9.7  (oper.  )j  12/7 A0, 
31.2;  2/1/50,  29.2;  3/1/50,  28.2;  It/7/50,  28.5;  5A/50,  29.1;  6/2/50,  U5.lt  (oper.. 
7/3/50,  U7.2  (oper.);  8/2/50,  h9.h   (oper.);  8/31/50,  51.2  (oper.);  10/5/50,  19.8 
(oper.);  11/3/50,  3U.0;  12/6/50,  32.0;  1/9/51,  30.0;  3/6/51,  27.9;  3/29/51,  28.5; 
5/1/51,  29.7;  6A/51,  U7.6  (oper.);  7/5/51,  t|S.2  (oper.);  8/1/51,  51.9  (oper.); 
10/2/51,  39.7;  11/23/51,  36.8;  2/27/52,  30.8;  It/9/52,  29.5;  H/lO/52,  38.3. 

1S/8E-15 Dl- -Reference  point- top  of  casing,  elevation  67. 7  feet.  North  side  of 
French  Camp  Road,  0.7  mile  west  of  Austin  Road.  7/25A9,  20.3;  12/7/U9,  19. 7} 
It/6/5o,  16.8;  11/3/50,  22.5;  3/29/51,  I7.lt;  11/16/51,  2U.8. 

1S/8E-16C1 — Reference  point-hole  in  pump  base,  elevation  63.8  feet.  0.1  mile 
south  of  Dodds  Road,  0.25  mile  east  of  Murphy  Road.  12/lA9,  l6.it;  3/31/50,  lit.ij 
5/2/50,  lit.it;  6/2/50,  17.1;  6/30/50,  18.2;  8/2/50,  19.2;  9/1/50,  38.7  (oper.); 
10/3/50,  18.5;  11/3/50,  18.6;  3/29/51,  llt.it;  5/1/51,  16.1;  6/6/51,  18.9;  7/5/51, 
36.2  (oper.);  it/it/52,  15.5;  11/6/52,  26.1; 3/30/53,  19.0. 

1S/8E-17E1 — Reference  point-top  of  casing,  elevation  57  feet.  1  mile  south  of 
Wildwood  Road,  0.8  mile  west  of  Murphy  Road.  12/5/U9,  12. it;  3/31/50,  10.7; 
11/8/50,  lit.l;  3/29/51,  11.0;  Il/l6/5l,  16.2;  it/8/52,  10.0;  11/10/52,  15.0; 
3/30/53,  lU.it. 

1S/8E-18E1 — Reference  point- top  of  bell  housing  above  casing,  elevation  50.5  feet 
East  side  of  Jack  Tone  Road,  0.86  mile  south  of  Wildwood  Road.  7/27/U9,  7.7; 
12/5A9,  1.9;  U/6/50,  7.2;  11/8/50,  10.8;  3/30/51,  6.6;  11/15/51,  11.2;  1/2/52, 
5.7;  11/6/52,  10.9;  3/30/53,  10.2. 

1S/8E-19 aI- -Reference  point- top  of  casing,  elevation  52  feet.  1  mile  east  of 
Jack  Tone  Road,  1  mile  north  of  Lone  Tree  Road.   7/25A9,  8.U;  12/1/U9,  5.7; 
3/31/50,  2.9;  11/8/50,  7.0;  3/30/51,  3.0;  Il/l6/5l,  8.1;  U/U/52,  1.9;  11/7/52, 
7.2. 

1S/8E-19N1- -Reference  point-top  of  concrete  casing,  elevation  5l.lt  feet.  East 
side  of  Jack  Tone  Road,  0.05  mile  north  of  Lone  Tree  Road.   7/25/U9,  7.1; 
12/1/U9,  7.2;  2/1/50,  5.0;  3A/50,  5.2;  U/7/50,  5.3;  5/3/50.  5.8;  6/1/50;  6.7; 
7/3/50,  7.5;  8/1/50,  7.9;  8/31/50,  8.3;  10/6/50,  8.5;  11/3/50,  8.1*;  12/U/50,  6.9; 
1/9/51,  $.3',   3/6/51,  U.5;  3/30/51,  5.2;  5/1/51,  5.U;  6/U/51,  7.8;  7/5/51,  10.1; 
8/1/51,  7.3;  9/5/51,  7.8;  10/2/51,  6.9;  n/15/51,  8.U;  1/17/52,  U.U;  2/27/52, 
3.2;  ii/1/52,  U.U;  11/5/52,  8.3;  3/30/53,  7.0. 

1S/8E-19Q1- -Reference  point-top  of  bottom  flange  on  suction  pipe,  elevation  51.1 
feet.  North  side  of  Lone  Tree  Road,  0.7  mile  east  of  Jack  Tone  Road.  12/lA9, 
it.  6;  It/7/50,  2.5;  11/3/50,  6.5,  3/30/51,  1.8;  11/16/51,  5.9;  It  A/52,  0.9;  11/7/5; 
7.5;  3/30/53,  U.U. 

1S/8E - 20H1 - -Reference  point-top  of  casing  in  pit,  elevation  58  feet.  West  side 
of  Murphy  Road,  0.6  mile  north  of  Lone  Tree  Road.  12/1/U9,  11.6;  lt/7/50,  9. It; 
11/3/50,  10.1;  3/29/51,  5.8;  11/16/51,  10.6;  U/U/52,  5.8;  11/10/52,  11.0;  3/30/53; 
9.7. 

'  83 


- 


'..■■■■ 

I 


■ 


' 


• 


DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/8E- 20R1-- Reference  point-top  of  flange  joint  on  suction  pipe,  elevation  60.7 
feet.  Northwest  corner  of  Murphy  and  Lone  Tree  Roads.   7/25/U9,  8.u;  12/1/U9, 
9. 3 J  U/7/50,  7.0;  11/3/50,  10.5;  3/29/51,  6.1;  11/16/51,  10.8;  UA/52,  6.2; 
11/10/52,  10.6. 

1S/8E- 21E1- -Reference  point-top  of  casing,  elevation  6U  feet.  South  side  of 
Avena  Road",  0.7  mile  east  of  Murphy's  Ferry  Road.   7/26/U9,  12.9;  12/1/1*9,  lli.2; 
1/7/50,  12.0;  11/3/50,  15.9;  3/29/51,  11.7;  11/16/51,  16.9;  UA/52,  llA;  11/10/5: 
18.2;  3/30/53,  15.9. 

1S/8E- 21P1--Ref erence  point-top  of  casing  in  pit,  elevation  58  feet.  0.05  mile 
north  of  Lone  Tree  Road,  0.3  mile  east  of  Murphy  Road.  12/lA9,  5.5;  ii/7/50, 
3.3;  11/3/50,  6.5;  3/29/51,  2.5;  11/16/51,  7.2;  U/U/52,  2.7;  11/10/52,  7.2; 
3/30/53,  7.8. 

1S/8E-22H2 — Reference  point-hole  in  pump  base,  elevation  75.8  feet.  West  side  of 
Carrolton  Road,  0.3  mile  south  of  Avena  Road.  12/l/ii9,  20.0;  h/7/50,  17.5; 
11/3/50,  22.1;  3/29/51,  17.U;  11/16/51,  2U.6;  11/10/52,  25.0. 

1S/8E-22R1 — Reference  point- top  of  casing,  elevation  70.2  feet.  West  side  of 
Carrolton  Road,  0.1  mile  north  of  Lone  Tree  Road.   7/25A9,  9.6;  12/lA9,  ll.lj 
ii/7/50,  8.5;  11/3/50,  12.2;  3/29/51,  8.5;  11/16/51,  13.1;  UA/52,  9.5;  H/lo/52, 
13.5;  3/30/53,  12.3. 

!S/8E-2ljCl — Reference  point-hole  in  pump  base,  elevation  93.k   feet.  0.5  mile 
east  of  intersection  of  Van  Allen  and  Avena  Roads.  12/7/U9,  3h.2;   u/7/50,  32.0; 
11/3/50,  37.8;  11/23/51,  39. u;  li/9/52,  33.0;  11/10/52,  L-2.2;  3/27/53,  35.9. 

1S/8E-2UN1- -Reference  point-top  of  casing,  elevation  91.3  feet.  Northeast  cor- 
ner of  Van  Allen  and  Lone  Tree  Roads.   7/29/U9,  39.7  (oper. );  12/7/U9,  27.U; 
2/1/50,  26  U;  3/1/50,  25.6;  h/l/fr*  ttM   5/3/50,  25,9;  6/2/50,   '   .  • 
26.6;  7/3/50,  27. li;  8/2/50,  29.2;  8/31/50,  29.7;  10/5/50,  29.9;  11/3/50,  28.6; 
12/6/50,  27. h;   1/9/51,  26. U;  3/6/51,  25.U;  3/29/51,  26.3;  5/l/5l,  2U.9;  6 A/51, 
27.2;  7/6/51,  27.5;  8/2/51,  29.3;  9/5/51,  29.1;  11/3-7/51,  28.5;  1/17/52,  28.1; 
2/a7/52,  26.7;  UA/52.  26,3;  11/10/52,  30,0;  3/27/53,  28.6. 

1S/8E-2[|R1— Reference  r>oint--top  of  casing,  elevation  9h   foot.  North  side  of  Lone 
Tree  Road,  1  mile  east*  of  Van  Allen  Rosd.  12/'f/%9,   26.0?  ii/7/50,  23.8;  11/3/50, 
27.1;  3/29/51,  2a,7;  11/23/51,  28.8;  uA/52,  2u,9;  11/10/52,  29.0;  3/27/53,  26.7. 

1S/8E- 25l1  '-Reference  point-top  of  casing,  elevation  91  feet.  O.U  mile  south  of 
Lone  Tree  Road,  0.5  mile  east  of  Van  Allen  Road.  12/7/U9,  21.2;  u/7/50,  20. U; 
11/3/50,  21.8;  3/30/51,  20.5;  11/23/51,  23.7;  uA/52,  21.2;  11/10/52,  27.1. 

IS /8E-27D1 --Reference  point-top  flange  on  suction  pipe  in  9  foot  pit,  elevation 
59  feet.  Southeast  corner  Wagner  and  Lone  Tree  Roads.  7/26/U9,  2.8;  12/1/U9, 
3.5;  u/7/50,  1.0;  11/3/50,  U.2. 

1S/8E- 2 7E1- -Reference  point- top  of  casing,  elevation  71  feet.  0.15  mile  east  of 
Wagner  Road,  0.5  mile  south  of  Lone  Tree  Road.  U/U/52,  12.0;  11/10/52,  lU.2. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/8E-29  CI- -Reference  point-top  of  casing,  elevation  58.0  feet.  South  of  Lone 
Tree  Road,  0.2  mile  west  of  Due  Road.  12/1/U9,  9.0;  U/7/50,  6.5;  11/3/50,  10.1; 
3/30/51,  5.7;  11/16/51,  11.2. 

1S/8E- 29E1- -Reference  point-hole  in  pump  base,  elevation  58. U  feet.  0.25  mile 
west  of  Due  ^oad,  0.5  mile  south  of  Lone  Tree  Road.  12/1/1*9,  9.6;  U/7/50,  6.9; 
5/2/50,  2U.0  (oper.);  6/2/50,  10.0;  6/30/50,  10.U;  8/2/50,  21.7  (oper.);  9 A/50, 
12.1;  10/3/50,  11.2;  11/3/50,  11.2;  3/3/51,  5.9;  5A/51,  6.7;  6 A/51,  9.2; 
7/5/51,  11.6;  UA/52,  5.5;  11/7/52,  10.3;  3/30/53,  8.5. 

1S/8E-29H1 — Reference  point-hole  in  pump  base,  elevation  6U.7  feet.  West  side  of 
Murphy  Road,  0.5  mile  south  of  Lone  Tree  Road.  12/1/U9,  11.7;  U/3/50,  9.1; 
5/2/50,  17.0  (oper.);  6/2/50,  10.7;  6/30/50,  11.9;  8/2/50,  20.8  (oper.);  9/1/50, 
13..2;  10/3/50,  18.2  (oper.);  11/3/50,  12. U;  5A/51,  8.2;  6/U/51,  10.1;  7/5/51, 
18.7;  U/U/52,  8.5;  11/7/52,  12.1;  3/30/53,  11.2. 

1S/9E-5N1 — Reference  point-hole  in  pump  base,  elevation  102.5  feet.  North  side 

of  Skiff  Road,  0.7  mile  west  of  Escalon-Bellota  Road.   7/28/U9,  57.2  (oper.); 

12/8/U9,  38.5;  11/1/50,  U2.0;  3/29/51,  37.5;  11/21/51,  U3.3;  U/8/52,  37.3; 
11/13/52,  U8.li  3/27/53,  Ul.3. 

1S/9E-5R1 — Reference  point-hole  in  pump  base,  elevation  106.7  feet.  Northwest 
corner  of  Skiff  and  Escalon-Bellota  Roads.  7/28/U9,  66.5  (oper.);  12/8/U9, 
38.7;  11/1/50,  U0.1;  11/21/51,  hl.U;  U/2/52,  36.5;  11/13/52,  he-.9;   3/27/53,  Ul.U. 

1S/9E- 7N1 — Reference  point-top  of  concrete  curb  of  15  foot  pit,  elevation  96. U 
feet^  0Tl  mile  north  of  Dodds  Road,  1.1  miles  east  of  Van  Allen  Road.   7/28/U9, 
39. U;  12/8/U9,  37.7;  U/5/50,  33.5;  11/2/50,  U0.8;  U/2/52.  U9.1  (oper.);  11/6/52, 
57.2;  3/27/53,  39.0. 

1S/9E-6J1 — Reference  point-slot  in  concrete  base,  elevation  111.6  feet.  0.32 
mile  north  of  Dodds  Road,  0.08  mile  west  of  Escalon-Bellota  Road.   7/29/U9,  58. U 
(oper.) j  12/8/U9,  UO. 7;  1/31/50,  38.8;  3/1/50,  38.0;  U/5/50,  U0.8;  5/U/50,  U3.8; 
6/2/50,  63.2  (oper.);  7/3/50,  61.9  (oper.);  8/3/50,  59. U  (oper.);  8/31/50,  59.0 
(oper.);  10/5/50,  60.1  (oper.);  11  A/50,  UU.O;  12/6/50,  Ul.8;  l/9/5l,  U0.5; 
3/8/51,  38.7;  5/2/51,  39.7;  6/U/51,  57.2  (oper.);  7/3/51,  61.3  (oper.);  8/3/51, 
60.2  (oper.);  11/23/51,  UU.8;  1/16/52,  U2.8;  2/27/52,  U0.8. 

1S/9E-8P1— Reference  point-hole  in  pump  base,  elevation  105.1  feet.  North  side 
of  Dodds  Road,  0.75  mile  west  of  Escalon-Bellota  Road.  7/29/U9,  UU.7;  12/8/U9, 
39.0;  U/5/50,  37.2;  11/2/50,  U2.1;  3/29/51,  UO.U;  U/2/52,  39.9. 

1S/9E-9R1- -Reference  point-hole  in  pump  base,  elevation  128.6  feet.  North  side 
of  Dodds  Road,  0.82  mile  east  of  Escalon-Bellota  Road.   7/28/U9,  70.6  (oper.); 
12/8/U9,  52.9;  llA/50,  5U.8;  3/29/51,  51.3;  11/23/51,  55.7;  U/2/52,  51.9; 
11/13/52,  61.7;  3/26/53,  58.5. 

1S/9E-10R1- -Reference  point-hole  in  pump  base,  elevation  131  feet.  0.1  mile  north 
of  Dodds  Road,  1  mile  west  of  Henry  Road.  12/8/U9,  U2.6;  U/U/50,  UO.O;  ll/l/50, 
U5.1;  3/29/51,  Ul.U;  U/2/52,  UU.3;  n/6/52,  5U.U. 
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DEPTHS  TO  GROUND  WATER  AT  MEASUREMENT 
WELLS  IN  SAN  JOAQUIN  AREA  (Continued) 
Measurements  Made  by  Division  of  Water  Resources 
(Depths  to  water  in  feet  measured  from  reference  point) 

1S/9E-17L1-- Reference  point-top  of  casing,  elevation  106.9  feet.  0.5  mile  north 
of  Mariposa  Road,  0.5  mile  west  of  Escalon-Bellota  Road.  12/7/U9,  36.8;  U/5/50, 
35.0;   11/2/50,  38.9;  11/23/51,  39.2;  U/9/52,  36.7;  11/10/52,  U3.1. 

lS/9E-17Nl--Reference  point-hole  in  pump  base,  elevation  10l*  feet.  Northeast 
corner  Brennan  and  Mariposa  Roads.  8/31/50,  UU.65  10/5/50,  1*6.0;  11/2/50,  UO.85 
12/6/50,  37.8;  1/10/51,  35.3;  3/6/51,  33.9;  3/29/51, .35.3;  5/2/51,  36.2;  6/l*/5l, 
hl.9;   7/6/51,  57.9  (oper.);  8/2/51,  Sh.9   (oper. );  10/2/51,  1*7.2;  11/23/51,  U6.9; 
1/16/52,  la.Sj  2/27/52,  36.9;  h/9/52,   36.5;  11/10/52,  kS.3;   3/27/53,  38.lt. 

1S/9E-18F1- -Reference  point- top  of  casing,  elevation  98.7  feet.  South  side  of 
Mariposa  Road,  0.8  mile  southeast  of  Dodds  Road.  12/7/U9,  U7.6;  U/7/50,  33.1*; 
8/1/50,  U3.6;  8/31/50,  S3. Si   10/5/50,  1*8.8;  11/2/50,  1*1.3;  12/6/50,  2*3.0j  1/10/51, 
2*0.7;  3/6/51,  38.6;  5A/51,  1*0.1*;  6 A/51,  51.2  (oper.);  7/6/51,  2*8.1;  8/2/51, 
51.1*;  11/23/51,  U6.95  1/16/52,  1*1.5;  2/27/52,  36.9;  l*/9/52,  39.5;  11/10/52,  51.1*; 
3/27/53,  37.6. 

1S/9E-18R1— Reference  point-top  of  casing,  elevation  106.2  feet.  South  side  of 
Mariposa  Road,  1.2  miles  west  of  Escalon-Bellota  Road.   7/29/2*9,  1*8.5  (oper.); 
12/7/1*9,  39.9;  8/3/50,  37.3  (oper.);  8/31/50,  2.7.5  (oper.). 

1S/9E-19F1 — Reference  point-top  of  casing,  elevation  100  feet.  0.7  mile  west  of 
Brennan  Road,  0.7  mile  north  of  Lone  Tree  Road.  12/7/2*9,  39.2;  U/7/50,  35.8; 
11/2/50,  1*0.6;  11/23/51,  2*1.5;  VU/52,  111. 7  (oper.). 

1S/9E - 20F1- -Reference  point-hole  in  pump  base,  elevation  108.9  feet,  0.2  mile 
south  of  Mariposa  Road,  0.5  mile  west  of  Escalon-Bellota  Road.  12/7/1*9,  32*.  3; 
V5/50,  32.8;  11/2/50,  35.1*;  3/30/Sl,  33M   11/23/51,  36.5;  l*/9/52,  33.9; 
11/10/52,  38. 2*. 

1S/9E- 20N1— Refer ence  point-hole  in  pump  base,  elevation  108  feet.  0.1  mile  north 
of  Lone  Tree  Road,  0.1  mile  east  of  Brennan  Road.  12/27/1*9,  3U.9;  U/7/50,  33. U; 
11/2/50,  3U.U;  11/23/51,  35.1;  U/U/52,  35.0;  H/lO/52,  38.0;  3/27/53,  35.8. 

1S/10E-12L1- -Reference  point-top  of  pump  support,  elevation  2U5  feet.  East  side 
of  28  Mile  Road,  3  miles  southeast  of  Town  of  Eugene,  it/3/52,  90.1;  11/12/52, 
91.3;  3/27/53,  91.7. 
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DEPTHS  TO  GROUND  WATER 

IN  CALAVERAS  UNIT, 

FALL  OF  1953  THROUGH  SPRING  OF  1955 
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TABLE  2 

DEPTHS  TO  GROUND  WATER  IN  CALAVERAS  UNIT, 
FALL  OF  1953  THROUGH  SPRING-  OF  1955 


"Well    :   Fall,  1953    :   Spring,  ggj   ;  Fall,  l9\>k       ;  Spring,  W?T~ 
number   :  Date   :  Feet  :  Date  :  Feet  """:  Date   :Feet  :  Date   :  Feet 


IN/7E-2£G1  Oct.  26    59.9  Mar.  2$  5U.2  Nov.  22  6U, 5  Mar.  23  60.9 

35C2  Oct.  26    U8.6  Mar.  25  UU.9  Nov.  22  50.2  Mar.  23  U8.2 

35L1  Oct.  26    U9.3  Mar.  25  UU.l  Nov.  22  51.5  Mar.  23  U9.8 

36D1  Oct,  26    52.7  Mar.  25  52.1  Nov.  22  62,3  Mar.  23  52.1 

36K1  Oct.  26    59.8  Mar.  25  h5.9  Nov.  22  67.5  Mar.  21*  60.1 

N/8E-29G1  Oct.  26    77.2  Mar.  25  68.6  Nov,  22  73.0  Mar.  23  70,2 

32P1  Oct.  26    68.1  Mar.  25  63.8  Nov.  22  68.2  Mar.  23  66.5 

N/9E-25R1  Oct.  27    1*3.9  Mar.  26  37.6  Nov.  23  1*2.2  Mar.  23  37.6 

33J1  Oct.  27    59.2  Mar.  26  57.5  Nov,  23  62.5  Mar,  23  60. 1* 

35H1  Oct.  27    1*7.6  Mar.  26  5l.l*  Nov.  23  52.1  Mar.  23  1*7.0 

36G1  Oct,  27  Oper.  Mar.  26  59.2  Nov.  23  56.7  Mar.  23  59.6 

J/10E-31M1  Oct.  27    71.2  Mar.  26  69.1  Nov.  23  8U.2  Mar.  23  69.8 

N/6E-12H1  Oct.  27    23.7  Mar.  23  Could  not  Nov.  22  25,5  Mar.  21  2U.8 

measure 

13R1  Oct.  27    20.8  Mar.  23  23.8  Nov.  22  22.1  Mar.  21  25.9 

2iiJ2  Oct.  27    25.9  Mar.  23  26.1  Nov,  22  29.6  Mar.  21  21,7 

26H1  Oct.  27    21.9  Mar.  23  2U.9  Nov.  22  27.9  Mar.  21  27.6 

26L2  Oct.  27    2U.1  Mar.  23  2U.7  Nov.  22  28,6  Mar.  21  2U.8 

27N1  Oct.  27    18.8  Mar.  23  Well  

plugged 

3l*Kla  Sept.  30   31  Feb.  1  26  Oct.  30  33  Feb,  28  26, 

36Ala  Sept.  30   37  Feb.  1  35  Oct.  30  U2  Feb.  28  33 

36R3a  Sept.  30   1*6  Feb.  1  IS  Oct.  30  52  Feb.  28  1|6 

N/7E-1R2  Oct.  26  Oper.  Mar.  2U  55.1  Nov.  23  60.1  Mar.  21  59.8 

3E1  Oct.  27    U5.3  • 

3N3  Oct.   27         h9.0  Mar.   23  li2.2  Nov.  23  50.2  Mar.   21  U7.3 

5E1  Oct.   26         39.2  Mar.   25  33.9  Nov.  22  38.2  Mar,    21  U9.2 
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DEPTHS  TO 'GROUND  WATER  IN  CALAVERAS  UNIT, 
FALL  OF  1953  THROUGH  SPRING  OF  1955  (continued) 


Well 
number 

:   Fa 

na 

1953 

:   Spring j 

19Sh 

:  Fall,  1951* 
:  Date  :  Feet 

:  Spring, 

:  Date 

1955 

:  Date 

:  Feet 

:  Date  : 

Feet 

:  Feet 

'N/7E-5R1 

Oct. 

27 

50.2 

Mar.  23 

1*1.2 

Nov.  23 

1*9.3 

Mar.  21 

1*2.8 

8D1 

Oct. 

27 

la. 2 





Nov.  23 

U0.8 

Mar.  21 

36.2 

8K3 

Oct. 

27 

1*5.7 

Mar.  23 

38.9 

Nov.  23 

1*7.1 

Mar.  21 

1*6.2 

9B2 

Oct. 

27 

52.7 

Mar.  23 

15,7 

Nov.  22 

514.1 

Mar.  21 

1*9.2 

9Q1 

Oct. 

27 

1*9.7 













10H2 

Oct. 

27 

U6.7 













11H1 

Oct. 

27 

52.  1* 

Mar,  23 

5o.o 

Nov.  23 

57.2 

Mar.  21 

52.9 

ll*Pl 

Oct. 

27 

50.5 

Mar.  23 

1*1*.  7 

Nov.  23 

53.1 

Mar.  21 

51.2 

15C1 

Oct. 

27 

52.3 

Mar.  23 

15.1 

Nov.  23 

$9.h 

Mar,  21 

57.7 

16L1 

Oct. 

27 

50.0 

Mar,  23 

53.9 

Nov.  22 

53.8 

Mar.  21 

50.0 

17G1 

Oct. 

27 

1*2.1 











18K1 

Oct. 

27 

30.3 

Mar.  23 

29.6 

Nov.  23 

35.6 

Mar.  21 

31.8 

19C2 

Oct. 

27 

25.8 













20K2 

Oct. 

27 

U2.3 













20M1 

Oct. 

27 

37.3 

Mar,  23 

35.2 

Nov.  2  2 

I1O.9 

Mar.  21 

39.0 

22A2 

Oct. 

27 

51.6 













22E2 

Oct. 

27 

5U.3 













23J2 

Oct. 

27 

56.U 

Mar.  23 

5o.l* 

Nov.  22 

63.1 

Mar.  21 

53.6 

23N1 

Oct. 

27 

53.3 













2ilEL 

Oct. 

26 

58.1; 

Mar.  23 

53.9 

Nov.  23 

61.2 

Mar.  21 

57.5 

26N1 

Oct. 

26 

53.2 

Mar,  21* 

U7.3 

Nov.  23 

57.0 

Mar.  22 

52.6 

27D1 

Oct. 

27 

51ul 

Mar.  23 

1*8.1 

Nov.  23 

55.6 

Mar.  21 

52.9 

27P1 

Oct. 

26 

51.6 













31A1 

Oct. 

27 

39.9 

Mar,  21* 

37. a 

Nov.  2h 

1*2.9 

Mar.  22 

37.1* 

31F1 

Oct. 

27 

38.0 

Mar,  21* 

35.3 

Nov.  2k 

U2.9 

Mar.  2  2 

37.0 
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DEPTHS  TO  GROUND  WATER  IN  CALAVERAS  UNI1 

i 

FALL 

OF  19^3  THROUGH  SPRING  OF  1955  (continued) 

Well 
number 

:       Fall, 

1953 

:       Spring, 

19bh 

:     Fall,  J 

Vbk 
Feet 

:  Spring, 
:     Date     : 

19bb 

:     Date 

:  Feet 

:     Date     : 

Feet 

:     Date   : 

Feet 

IN/7E-32R1 

Oct. 

26 

hk.$ 

Mar.  21+ 

1+2.8 

Nov.  23 

1+8.1+ 

Mar. 

22 

1+5.1+ 

33A1 

Oct. 

26 

50.8 











33D1 

Oct. 

26 

1+9.2 

Mar.  21+ 

37.7 

Nov.  23 

52.8 

Mar. 

22 

50.3 

33R1 

Oct. 

26 

1*6.0 

Mar.  21+ 

1+2.2 

Nov.   21+ 

1+9.7 

Mar. 

22 

1+1+.2 

31+C2  Oct.  26  51.5        

35L1  Oct.  26  Oper.  Mar.  2k  1+5.0  Nov.  21+  55.0  Mar.  22  52.1 

36H1  Oct.  27  51.9  Mar.  2k  Could  not      Mar.  22  51.3 

.  measure 

N/8E-3G20  Oct.  26  83.3  Mar.  25  78.3  Nov.  22  81+. 7         

1+Cl  Oct.  26  75.0  Mar.  25  68.5  Nov.  22  7U.7  Mar.  23  79.2 

liLl  Oct.  26  71. li        

7N1  Oct.  26  53.7 

8B1  Oct.  26  61+. 9        

8N1  Oct.  26  60.3  Mar.  21+  58.2  Nov.  23  62.5  Mar.  21  59.6 

9B1  Oct.  26  68.1  Mar.  21+  61.3  Well  distroyed,  replaced  by 

2N/8E-9G2 

9G2C  Mar.  21  61+. 8 

9H2  Oct.  26  69.2         

9M1  Oct.  26  65.9        

10H1  Oct.  26  77.0  Mar.  21+  71+.2  Nov,  23  80.3  Mar.  21  78.8 

10N1  Oct.  26  65.0    — —  

11B1  Oct.  26  73.3  Mar.  25  68.5  Nov.  23  77.2  Mar.  23  82.7 

12L1  Oct.  26  76.1+  Mar.  25  69. k  Nov.  23  75.1+  Mar.  23  73.3 

13K1  Oct.  26  72.6  Mar.  25  68.2  Nov.  23  75.7  Mar.  23  71.1 

ll+Cl  Oct.  26  76.2  Mar.  25  62.8  Nov.  23  77.2  Mar.  23  68.1+ 

15M2  Oct.  26  63.6  Mar.  21+  58.1+  Nov.   23  68. k  Mar.   22  61.5 

16D1  Oct.  26  61.0  Mar.  2l+  59.3  Nov.  23  61+. 3  Mar.  21  60.2 
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DEPTHS  TO  GROUND  WATER  IN  CALAVERAS  UNIT, 
FALL  OF  1953  THROUGH  SPRING  OF  1955  (continued) 


Well 
number 

:   Fall, 

1953 

:   Spring 

,  19bh 

;  Pall,  19bh 

:  Date  :  Feet 

:  Spring, 
:  Date  : 

WB 

:  Date 

:  Feet 

:  Date  : 

Feet 

Feet 

N/8E-18C1 

Oot. 

26 

55.5 

Mar.  23 

50.1 

Nov.  23 

57.7 

Mar. 

21 

60.1 

19C3 

Oct. 

26 

58.2 

Mar.  2h 

Sh.6 

Nov.  23 

61.0 

Mar. 

22 

56.8 

19P2 

Oct. 

26 

60.0 

Mar.  2ii 

56.2 

Nov.  23 

Could 
not 

Mar. 

22 

61.8 

measure 

20F1 

Oct. 

26 

60,8 

Mar.  2U 

55.3 

Nov.  23 

67.3 

Mar. 

22 

60.2 

21R1 

Oct. 

26 

61.0 

Mar.  2li 

57.9 

Nov.  23 

6h.3 

Mar. 

22 

60.0 

2UP1 

Oct. 

26 

Oper, 

Mar.  25 

88.9 

Nov.  23 

98.5 

Mar. 

22 

Oper. 

25P1 

Oct. 

26 

Oper. 

Mar.  25 

65.1 

Nov.  23 

82.2 

Mar. 

22 

Oper. 

29A1 

Oct. 

26 

58.3 













30H1 

Oct. 

26 

57.7 

Mar.  2k 

63.3 

Nov.  2  3 

60.8 

Mar . 

22 

62.1 

31N1 

Oct. 

27 

55.1 

Mar,  26 

50.9 

Nov.  2k 

57.  k 

Mar. 

22 

56.9 

3UE1 

Oct. 

27 

62.1 

Mar.  26 

56.2 

Nov,  2U 

65.5 

Mar. 

22 

60.9 

35C1 

Oct. 

26 

65.9 

Mar.  25 

58.6 

Nov.  23 

67.9 

Mar. 

22 

6h.h 

36L1 

Oct. 

26 

68.1 

Mar.  25 

62.7 

Nov.  23 

70.8 

Mar. 

22 

67.  h 

2/9E-3A1 

Oct. 

27 

53.5 

Mar.  26 

50.0 

Nov.  23 

50.0 

Far. 

23 

1*8.8 

UH1  . 

Oct. 

27 

57.3 

Mar.  26 

58.3 

Nov.  23 

59.  h 

Mar. 

23 

57.9 

5H1 













Mar. 

23 

7U.7 

5L1 

Oct. 

26 

77.9 

Mar.  26 

Falling  water,  could 

Mar. 

23 

25.9d 

not  measure 

5ni 

Oct. 

26 

7U.1 

Mar.  26 

71.8 

Nov.  23 

85.8 

Mar. 

23 

76.5 

6F1 

Oct. 

27 

77.8 

Mar.  25 

81.5 

Nov.  23 

81.6 

Mar. 

23 

80.6 

7G2 

Oct. 

26 

73.9 

Mar.  26 

72.2 

Nov.  23 

89.3 

Mar. 

23 

82.6 

9D1 

Oct. 

27 

73.9 

Mar.  26 

77.6 

Nov.  23 

79.2 

Mar. 

23 

Oper. 

17C1 





Mar.  26 

138.9 

Nov.  23  1U2.8 

Mar. 

23  iia.5 

18Q1 

Oct. 

26 

78.8 

Mar.  26 

73.8 

Nov.  23 

88.0 

Mar. 

22 

83.1 
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DEPTHS  TO  GROUND  WATER  IN  CALAVERAS  UNIT, 
FALL  OF  19&  THROUGH  SPRING  OF  195$  (continued) 


Well 
number 

:   Fall,  1953 

:   ' Sp 

ring, 

19% 

:  Fall,  195U 
:  Date  :  Feet 

:  Spring, 
:  Date   : 

1955 

:  Date   : 

Feet 

:  Date  : 

Feet 

Feet 

1N/6E-Ula 

Sept.  30 

66. 

Feb. 

1 

52 

Oct. 

30 

61* 

Feb.  28 

55 

3Cla 

Sept.  30 

hi 

Feb. 

1 

30 

Oct. 

30 

1*0 

Feb.  28 

29 

3Jla 

Oct.  5 

51 

Feb. 

1 

35 

Oct. 

30 

5o 

Feb.  28 

35 

I*Bla 

Oct.  5 

37 

Feb, 

1 

26 

Oct. 

30 

37 

Feb.  28 

25 

i*Dla 

Sept.  30 

35 

Feb. 

1 

28 

Oct. 

30 

1*1 

Feb.  28 

27 

12Fla 

Oct.  k 

70 

Feb. 

1 

— 







13Jla 

Sept.  30 

60 

Feb. 

1 

U8 

Oct. 

30 

59 

Feb.  28 

1*9 

ll*Cla 

Sept.  30 

59 

Feb, 

1 

1*9 

Oct. 

30 

60 

Feb.  28 

1*9 

16H1 

Oct.  26 

33.5 

Mar. 

21* 

22,1 

Nov. 

21* 

26.U 





1N/7E-1ML 

Oct.  27 

1*6.7 

Mar. 

26 

1*2.8 

Nov. 

21* 

52.8 

Mar.  22 

50.3 

UP3 

Oct.  26 

U9.9 

Mar, 

21* 

1*6.9 

Nov, 

2b 

53.1 

Mar.  22 

1*7.5 

llHl 

Oct.  26 

U8.9 













7Ela 

Sept.  30 

1*9 

Feb. 

1 

Ui 

Aug. 

25 

57 

Feb.  28 

56. 

8F3 

Oct.  26 

51*.9 

Mar. 

2h 

50,2 

Nov. 

2ll 

58.2 

Mar.  22 

5U.6 

8R1 

Oct.  26 

1*7.5 

Mar. 

21* 

U3.9 

Nov, 

21* 

51.U 

Mar,  22 

U7.3 

11E1 

Oct.  26 

1*5.5 

Mar. 

21* 

1*3.8 

Nov, 

21* 

50.5 

Mar,  22 

1*9.1 

11G1 

Oct.  26 

1*5.0 

Mar. 

2k 

1*2.1* 

Nov. 

2h 

1*9.6 

Mar,  22 

1*8.8 

I8c5 

Oct.  26 

50.3 

Mar. 

26 

1*7.1* 

Nov, 

21* 

1*9.2 

Mar.  23 

57.0 

a  -  Well  owned  and  measured  by  California  Water  Service  Company. 

b  -  Well  No.  2N/8E-3G2 — Reference  point-hole  in  pump  base,  elevation  109.27  feet. 

On  north  side  of  Eight  Mile  Road,  0.65  mile  east  of  Duncan  Road. 

March  26,  1953,  71.7  feet, 
c  -  Well  No.  2N/8E-9G2-- Reference  point-top  of  casing,  elevation  87.0  feet. 

O.lt  mile  west  of  Duncan  Road,  0.2  mile  south  of  Waterloo  Road  on  south 

side  of  Meyer  Road, 
I  -  Depth  reflects  perched  water  table. 


92 


'    . 

• 


, 


. 


■ 


. 


; 


, 


, 


.. 


■■ 


.. 


. 


■ 


•  •    - '. 

■ 

... 


TABLE  3 

DEPTHS  TO  GROUND  WATER 

IN  LITTLEJOHNS  UNIT, 

FALL  OP  1953  AND  SPRING  OP  195^ 
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TABLE  3 

DEPTHS  TO  GROUND  WATER  IN  LITTLEJOHNS 
FALL  OP  1953  AND  SPRING  OF  1954 

UNIT, 

Well 

• 

Fall, 

1953 

:    Spring,  1954 

number 

:  Date 

Feet 

Date 

:   Feet 

2N/9E-36R1 

Nov. 

16 

81.4 

Mar.  26 

81.3 

1N/6E-35A1 



- 



Mar.  24 

7.5 

36R2 

Oct. 

28 

10,9 

Mar.  24 

8.3 

1N/7E-12Q1 

Oct. 

27 

45.2 

Mar.  26 

43.3 

13E1 

Oct. 

28 

40.6 

Mar.  26 

41.9 

15E1 

Oct. 

28 

45.3 

Mar.  26 

Locked 

18R2 

Oct. 

26 

41.2 





19P1 

Oct. 

28 

36.0 





19R1 

Oct. 

28 

39.3 

Mar.  24 

30.9 

20Q2 

Oct. 

28 

39.8 

Mar.  24 

32.0 

21B1 

Oct. 

28 

27.8 

Mar.  26 

35.0 

22H1 

Oct. 

28 

39.1 

Mar.  26 

36.0 

24J1 

Oct. 

26 

46.6 

Mar.  26 

30.5 

26A 1 

Oct. 

27 

43.8 

Mar.  26 

37.5 

27H1 

Oct. 

27 

32.1 

Mar.  25 

32.0 

28A2 

Oct. 

27 

Locked 

Mar.  25 

22.2 

28M2 

Oct. 

28 

36.3 

Mar.  29 

27.8 

33A1 

Oct. 

27 

32.6 

Mar.  25 

Caved  in 

33Q1 

Oct. 

27 

22.8 





35H1 

Oct. 

27 

35.0 

Mar.  26 

36.7 

1N/8E-10B1 

Oct. 

27 

59.9 

Mar.  26 

54.7 

HG2a 

Oct. 

26 

67.3 

Mar.  25 

68.3 

13  Jl 

Oct. 

26 

67.9 

Mar.  25 

52.4 

13P1 

Oct. 

27 

37.9 

Mar.  26 

37.8 

14E1 

Oct. 

26 

58.8 

Mar.  25 

52.1 
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DEPTHS  TO  GROUND  WATER  IN  LITTLE JOHNS  UNIT, 
FALL  OF  1953  AND  SPRING  OF  1954  (continued) 


Well     : 

Fall, 

1953 

:    Spring. 

.  1954 

number    : 

Date 

Feet 

:   Dat 

Feet 

1N/8E-17D1 

Oct. 

27 

51.9 

Mar. 

26 

46.5 

17J1 

Oct. 

27 

48.9 

Mar. 

26 

31.8 

19Clb 

Oct. 

26 

45.2 

Mar. 

26 

48.2 

23J1 

Oct. 

27 

57.4 

Mar. 

26 

51.0 

25G1 

Oct. 

27 

59.5 

Mar. 

26 

50.6 

26A2 

Oct. 

27 

57.8 

Mar. 

26 

54.3 

27A1 
27R2 

Oct. 
Oct. 

27 
27 

56.8 
52 

Mar. 
Mar. 

26 
26 

Could  not 

measure 
69.2 

29J1 

Oct. 

26 

47.1 

Mar. 

26 

39.6 

30A1 

Oct. 

26 

46.5 

Mar. 

26 

43.3 

32D1 

Oct. 

26 

43.0 

Mar. 

26 

36.1 

32G1 

Oct. 

26 

4l.2 

Mar. 

26 

43.4 

33H1 

Nov. 

16 

44.0 

Mar. 

26 

40.0 

33P1 

Nov. 

16 

39.2 

Mar. 

25 

35.9 

34J1 
35H2 

Oct. 
Oct. 

27 
26 

Could  not 

measure 
Locked 

Mar. 
Mar. 

26 
25 

44.3 
43.2 

36H1 

Oct. 

26 

55.7 

Mar. 

25 

44.8 

36R1 

Oct. 

26 

60.0 

Mar. 

25 

48.8 

1N/9E-2R1 

Oct. 

26 

67.5 

Mar. 

26 

67.1 

8H1 

Oct. 

26 

Locked 

Mar. 

26 

89.7 

13D1 

Oct. 

26 

68.9 

Mar. 

26 

60.5 

15B1 

Oct. 

26 

60.3 

Mar. 

26 

63.I 

17A1 

Oct. 

26 

62.0 

Mar. 

26 

44.9 

17M1 

Oct. 

26 

64.3 

Mar. 

25 

59.5 

17R1 

Nov. 

16 

42.9 

Mar. 

26 

51.3 
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DEPTHS  TO  GROUND 
PALL  OP  1.953  AND 

WATER  IN  LITTLE JOHNS  UNIT, 
SPRING  OP  1954  (continued) 

Well 
number 

: 

Fall, 

1953 

Spring 

:.  1954 

:  Date 

Feet 

Date    : 

Feet 

1N/9E-18P1 

Oct. 

27 

63.6 

Mar. 

26 

53.2 

19K2 

Oct. 

27 

54.6 

Mar. 

26 

51.7 

22G1 

Oct. 

26 

40.0 

Mar. 

26 

52.2 

26J1 

Nov. 

16 

39.0 

Mar. 

26 

51.1 

29A1 
31H1 

Oct. 
Oct. 

26 
26 

Could  not 

measure 
66.7 

Mar. 

25 

56.4 

32J1 

Nov. 

16 

54.7 

Mar. 

25 

40.2 

33P1 

Oct, 

26 

72.2 

Mar. 

25 

59.4 

34C1 

Oct. 

26 

70.8 

Mar. 

25 

68.8 

1N/10E-10N1 

Nov. 

16 

98.8 

Mar. 

25 

99.0 

22H1 

Nov. 

16 

54.7 

Mar. 

25 

53.3 

32F1 

Nov. 

16 

64.0 

Mar. 

25 

59.7 

35R1 

Nov. 

16 

42.5 

Mar. 

25 

39.3 

36R1 

Nov. 

16 

39.0 

Mar. 

25 

37.3 

1S/7E-1J1 

Oct. 

28 

32.5 

Mar. 

24 

16.3 

3A1 

Oct. 

28 

24.8 

Mar. 

24 

24.2 

5A1 

Oct. 

28 

20 

Mar. 

24 

16.0 

6M2 

Nov. 

16 

11.2 

Mar. 

24 

13.0 

8J2 

Oct. 

28 

8.3 

Mar. 

24 

9.6 

10A1 

Oct. 

28 

25.2 

Mar. 

24 

16.7 

11L1 

Nov. 

16 

11.2 

Mar. 

24 

33.1 

12H1 

Oct. 

28 

24.7 

Mar. 

24 

18.7 

13C1 
14P1 

Nov. 
Nov. 

16 
16 

12.7 
2.8 

Mar. 
Mar. 

24 
24 

Could  not 
measure 
2.8 

15F1 

Oct. 

28 

9.5 

Mar. 

24 

9.6 

24D1 

Oct. 

28 

Could  not 

measure 
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DEPTHS  TO  GROUND  WATER  IN  LITTLEJOHNS  UNIT, 
FALL  OF  1953  AND  SPRING  OF  1954  (continued) 


Well 

Fall 

,  1953 

Spring 

.  1954 

number 

:   Dat 

e 

:   Feet 

:   Date    : 

Feet 

1S/8E-1P1 

Oct. 

27 

55.5 

Mar. 

25 

44.3 

4H1 

Nov. 

16 

41.2 

Mar. 

25 

37.3 

7J1 

Oct. 

28 

22.7 

Mar. 

24 

19.8 

9A1 

Oct. 

27 

^3.3 

Mar. 

25 

39.4 

10F2 

Nov. 

16 

37.6 

Mar. 

25 

29.6 

11R1 

Oct. 

27 

49.6 

Mar. 

25 

46.8 

14L1 

Nov. 

16 

38.5 

Mar. 

25 

34.3 

16C1 

Oct. 

28 

25.9 

Mar. 

24 

13.8 

17E1 

18E1 

Oct. 
Oct. 

28 
28 

20.9 
13.8 

Mar. 
Mar. 

24 
24 

Could  not 

measure 
14.4 

19N1 

Nov. 

16 

8.8 

Mar. 

24 

9.7 

19Q1 

Oct. 

28 

9.7 

Mar. 

24 

9.4 

20H1 

Oct. 

28 

14.3 

Mar. 

24 

3.5 

21B1 

Oct. 

28 

23.0 

Mar. 

24 

21.4 

21P1 

Oct. 

28 

15. 4C 

Mar. 

24 

14.5 

22H2 

Nov. 

16 

27.7 

Mar. 

25 

14.6 

22R1 

Oct. 

28 

16.4 

Mar. 

25 

15.1 

24C 1 

Oct. 

27 

47.2 

Mar. 

25 

50.4 

24N1 

Oct. 

27 

37.4 

Mar. 

25 

33.6 

24R1 

Oct. 

27 

35.7 

Mar. 

25 

40.5 

29E1 

Oct. 

28 

12.9 

Mar. 

24 

11.0 

29H1 

Oct. 

29 

14.6 

Mar. 

24 

14.1 

1S/9E-5N1 

Oct. 

27 

Oper . 

Mar. 

25 

44.4 

5R1 

Oct. 

27 

51.4 

Mar. 

25 

44.5 

7N1 

Oct. 

27 

54.0 

Mar. 

25 

49.1 
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DEPTHS  TO  GROUND  WATER  IN  LITTLEJOHNS  UNIT. 
FALL  OF  1953  AND  SPRING  OF  1954  (continued) 


Well 

:     Fall, 

1953 

:    Spring 

,  1954 

number 

:   Date    : 

Feet 

:   Date    : 

Feet 

1S/9E-8J1 
9R1 

Oct.  27 

Oct.  27 

44.0 
63.0 

Mar.  25 
Mar.  25 

Could  not 

measure 
57.0 

10R1 

Nov.  16 

50.4 

Mar.  25 

47.6 

17N1 

Oct.  27 

51 

Mar.  25 

42.0 

18F1 





Mar.  25 

46.2 

20N1 

Oct.  27 

46.9 

Mar.  25 

41.7 

1S/10E-12L1 

Nov.  16 

91.5 

Mar.  25 

89.4 

a  -  Well  No.  1N/8E-11G2--Reference  point-top  of  casing, 
elevation  85.8  feet.   1.52  miles  south  of  Copper- 
opolis  Road  and  0.15  mile  west  of  Dietrich  Road. 
11/21/51,  50.8;  4/4/52,  43.1;  11/6/52,  48.6; 
3/27/53,  56.9. 

b  -  Well  No.  1N/8E-19C1 — Reference  point-hole  in  pump 
base,  elevation  61.5  feet.  0.3  mile  east  of 
Jack  Tone  Road  and  1.0  mile  south  of  Farmington 
Road.  4/7/52,  32.5;  1 1/6/52,  44.5;  3/24/53,  39.5 

c  -  New  reference  point,  top  of  casing,  elevation 
63.5  feet. 
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TABLE  4 

PARTIAL  MINERAL  ANALYSES 
OP  GROUND  WATER 
IN  CALAVERAS  AND  LITTLE JOHNS  UNITS 
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TABLE  U 

PARTIAL  MINERAL  ANALYSES  OF  GROUND  WATER 
IN  CALAVERAS  AND  LITTLE JOHNS  UNITS 


Well  number     : 

Date  of     : 
sample     | 

Chloride, 
in  parts       : 
per  million     1 

Conductance, 
,     Ec  x  106  at  25°C 

CALAVERAS  UNIT 

1N/6E-10E1 

2/26/53 

22U 

1,030 

HiQl 

2/26/53 

1,U90 

U,7U0 

15M1 

1/19/53 

570 

15P1 

5/2U/5U 

202 

900 

15P2 

5M/5U 

208 

1,060 

15P3 

5/2U/5U 

182 

680 

15Q1 

5M/5U 

1*0 

U10 

16P1 

2/26/53 

168 

i,0U5 

1N/7E-  8  EL 

2/26/53 

10 

ii87 

LITTLEJOHNS  UNIT 

1N/6E-26B1 

5/25/5U 

108 

500 

26F1 

5/25/5U 

hh 

U05 

26N1 

5/2U/5U 

78 

&k 

36C1 

5/25/5U 

hh 

500 

36N1 

5/25/5U 

9U 

580 

100 


••     ■ 


' 


- 

■ 

V! 


i 


- 


I 


• 


• 


•. 


TABLE  5 

COMPLETE  MINERAL  ANALYSES 
OF  GROUND  WATER 
IN  CALAVERAS  AND  LITTLEJOHNS  UNITS 
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1     E 

CD    G    O    P 

fc   o   n-H 

O         X) 

'     CO 

Ct5 

*  c 

rH    1           c 

co   o 

Cd  "O    CO   O 

-P   -H 

-P     fn    CO   O 
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Agreement  Between  the  State  Water  Resources  Board, 
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AGREEMENT  BETWEEN  THE  STATE  WATER  RESOURCES  BOARD, 
THE  COUNTY  OF  SAN  JOAQUIN 
AND  THE  DEPARTMENT  OF  PUBLIC  WORKS 

THIS  AGREEMENT,  executed  in  quintuplicate,  entered  into 
as  of  October  1,  19£3,  by  the  State  Water  Resources  Board,  herein- 
after referred  to  as  the  "Board" 5  the  County  of  San  Joaquin,  herein- 
after  referred  to  as  the  "County";  and  the  Department  of  Public 
Works  of  the  State  of  California,  acting  through  the  agency  of  the 
State  Engineer,  hereinafter  referred  to  as  the  "State  Engineer": 


WITNESSETH 

WHEREAS,  an  investigation  of  the  Calaveras  River  and 
Farming ton- College ville  areas  in  San  Joaquin  County  has  been 
conducted  by  the  Department  of  Public  Works,  acting  by  and  through 
the  agency  of  the  State  Engineer,  between  February  19U8  and  June 
1953 i   and  the  results  of  said  investigation  are  to  be  published 
pursuant  to  a  cooperative  arrangement  between  the  Department  and 
the  County  whereby  the  work  accomplished,  including  publication 
of  the  bulletin,  was  financed  with  funds  contributed  equally  by 
the  County  and  the  State  of  California;  and 

WHEREAS,  funds  were  appropriated  to  the  Board  by  Item 
262  of  the  Budget  Act  of  195>3  for  continuing  work  on  ground  water 
level  and  stream  flow  measurements,  a  quality  of  water  check,  and 
collection  of  crop  survey, records  in  the  Calaveras  and  Farmington- 
College ville  areas  on  a  matching  basis,  pending  accomplishment  of 
solution  of  the  water  problems  in  the  areasj  and 

WHEREAS,  by  the  State  Water  Resources  Act  of  19h$>   as 
amended,  the  Board  is  authorized  to  make  investigations,  studies, 
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surveys,  prepare  plans  and  estimates,  and  make  recommendations  to 
the  Legislature  in  regard  to  water  development  projects;  and 

WHEREAS,  by  said  act,  the  State  Engineer  is  authorized 
to  cooperate  with  any  county,  city,  State  agency  or  public 
district  on  flood  control  and  other  water  problems  and  when 
requested  by  any  thereof  may  enter  into  a  cooperative  agreement 
to  expend  money  in  behalf  of  any  thereof  to  accomplish  the  purposes 
of  said  act;  and 

WHEREAS,  the  County  desires  and  hereby  requests  the 
Board  to  enter  into  a  cooperative  agreement  for  the  making  of 
ground  water  level  and  stream  flow  measurements,  and  a  quality  of 
water  check  in  the  Calaveras  River  and  Farmington-Collegeville 
areas  between  October  1,  195>3  and  September  30,  195k >   and  prepare 
a  supplemental  report  thereon; 

NOW  THEREFORE,  in  consideration  of  the  premises  and  of 
the  several  promises  to  be  faithfully  performed  by  each  as  herein- 
after set  forth,  the  Board,  the  County,  and  the  State  Engineer  do 
hereby  mutually  agree  as  follows: 

ARTICLE  I  -  WORK  TO  BE  PERFORMED: 
The  work  to  be  performed  under  this  agreement  shall 
consist  of  stream  flow  measurements  and  a  series  of  ground  water 
level  measurements  in  the  fall  of  1953  and  spring  of  195U,  a 
general  water  quality  check  of  surface  and  underground  waters  in 
the  Calaveras  River  and  Farmington-Collegeville  areas,  and  the 
compilation  and  preparation  of  a  report  on  the  results  of  such 
measurements,  water  quality  check  and  crop  surveys. 
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The  Board  by  this  agreement  authorizes  and  directs  the 
State  Engineer  to  proceed  with  the  work  to  be  performed,  and 
further  authorizes  the  State  Engineer  to  contract  with  the  County- 
securing  any  portion  of  the  necessary  records  and  data  required 
by  this  agreement. 

During  the  progress  of  said  investigation  and  report  all 
maps,  plans,  information,  data  and  records  pertaining  thereto 
which  are  in  the  possession  of  any  party  hereto  shall  be  made 
fully  available  to  any  other  party  for  the  due  and  proper 
accomplishment  of  the  purposes  and  objects  hereof. 

The  work  under  this  agreement  shall  be  diligently 
prosecuted  with  the  objective  of  completion  of  the  investigation 
and  compilation  of  data  and  preparation  of  a  report  tnereon  on 
or  before  September  30,  1°5>U>  or  as  soon  tnereafter  as  possible. 

ARTICLE  II  -  FUNDS: 
The  County,  upon  execution  by  it  of  this  agreement, 
shall  transmit  to  the  State  Engineer  the  sum  of  Two  Thousand 
Dollars  ($2,000)  for  deposit,  subject  to  the  approval  of  the 
Director  of  Finance,  into  the  Water  Resources  Revolving  Fund  in 
the  State  Treasury,  for  expenditures  by  the  State  Engineer  in 
performance  of  the  work  provided  for  in  this  agreement.  Also, 
upon  execution  of  this  agreement  by  the  Board,  the  Director  of 
Finance  will  be  requested  to  approve  the  transfer  of  the  sum  of 
Two  Thousand  Dollars  ($2,000)  from  funds  made  available  to  the 
Board  by  Item  262  of  the  Budget  Act  of  1953,  as  augmented,  for 
expenditure  by  the  State  Engineer  in  performance  of  the  work 
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provided  for  in  this  agreement  and  the  State  Controller  will  be 
requested  to  make  such  transfer. 

If  the  Director  of  Finance,  within  thirty  (30)  days 
after  receipt  by  the  State  Engineer  of  said  Two  Thousand  Dollars 
($2,000)  from  the  County,  shall  not  have  approved  the  deposit 
thereof  into  said  Water  Resources  Revolving  Fund,  together  with 
the  transfer  of  the  sum  of  said  Two  Thousand  Dollars  ($2,000) 
from  funds  made  available  to  the  Board,  for  expenditure  by  the 
State  Engineer  in  performance  of  the  work  provided  for  in  this 
agreement,  such  sum  contributed  by  the  County  shall  be  returned 
thereto  by  the  State  Engineer. 

The  Board  and  the  State  Engineer  shall  under  no 
circumstances  be  obligated  to  expend  for  or  on  account  of  the 
work  provided  for  under  this  agreement  any  amount  in  excess  of 
the  sum  of  Four  Thousand  Dollars  ($U,000)  as  made  available  here- 
under and  when  said  sum  is  exhausted,  the  Board  and  the  State 
Engineer  may  discontinue  the  work  provided  for  in  this  agreement 
and  shall  not  be  liable  or  responsible  for  the  resumption  and 
completion  thereof. 

Upon  completion  of  and  final  payment  for  the  work 
provided  for  in  this  agreement,  the  State  Engineer  shall  furnish 
to  the  Board  and  to  the  County  a  statement  of  all  expenditures 
made  under  this  agreement.  One -half  of  the  total  amount  of  all 
said  expenditures  shall  be  deducted  from  the  sum  advanced  from 
funds  appropriated  to  said  Board,  and  one-half  of  the  total 
amount  of  all  said  expenditures  shall  be  deducted  from  the  sum 
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advanced  by  the  County  and  any  balance  which  may  remain  shall  be 
returned  to  the  Board,  and  to  the  County,  in  equal  amount. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  executed 
this  agreement  to  be  effective  as  of  the  date  hereinabove  first 
written. 


Approved  as  to  Form  and 
Procedure 


COUNTY  OF  SAN  JOAQUIN 


/s/  Frederick  C.  Felton 
County  Counsel 
County  of  San  Joaquin 


Approved  as  to  Form  and 
Procedure 


/s/  W.  R,  Ruggles 


Chairman,  Board  of  Supervisors 


/s/  Ida  M.  Golding 

Clerk,  Board  of  Supervisors 


S 
E 
A 
L 


/s/  Henry  Holsinger 


Attorney  for  Division  of 
Water  Resources 


STATE  WATER  RESOURCES  BOARD 


Approved  as  to  Form  and 
Procedure 


/s/  C.  A.  Griffith 


Chairman 


Attorney,  Department  of 
Public  Works 


APPROVED: 

JOHN  M.  PEIRCE,  Director  of  Finance 


/s/  A,  Earl  Washburn 


Deputy  Director  of  Finance 


Department  of  Finance 

APPROVED 

Nov.  13,  1953 


State  of  California 
Department  of  Public  Works 

FRANK  B.  DURKEE  S 

Director  of  Public  Works     E 

A 
L 

By  /s/  Russell  S.  Munro 

Deputy  Director  of  Public  Works 


A.  D.  Edmonston 
State  Engineer 

By  /s/  T.  R.  Merryweather 

Administrative  Officer 
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AGREEMENT  BETWEEN  THE  STATE  WATER  RESOURCES  BOARD, 

THE  STOCKTON  AND  EAST  SAN  JOAQUIN  WATER  CONSERVATION  DISTRICT, 

AND  THE  DEPARTMENT  OF  PUBLIC  WORKS 

THIS  AGREEMENT,  executed  in  quintuplicate ,  entered  into 
as  of  October  1,  1954,  by  the  State  Water  Resources  Board,  herein- 
after referred  to  as  the  "Board";  the  Stockton  and  East  San 
Joaquin  Water  Conservation  District,  hereinafter  referred  to  as 
the  "District";  and  the  Department  of  Public  Works  of  the  State  o* 
California,  acting  through  the  agency  of  the  State  Engineer, 
hereinafter  referred  to  as  the  "State  Engineer": 

WITNESSETH 

WHEREAS,  an  investigation  of  the  Calaveras  River  Area 
in  San  Joaquin  County  has  been  conducted  by  the  Department  of 
Public  1  forks ,  acting  by  and  through  the  agency  of  the  State 
Engineer,  between  February  194$  and  August  1954,  and  the  results 
of  said  investigation  are  to  be  published  pursuant  to  a  co- 
operative arrangement  between  the  Department  and  the  County  of 
San  Joaquin  whereby  the  work  accomplished,  including  publication 
of  the  bulletin,  was  financed  i\rith  funds  contributed  equally  by 
the  County  and  the  State  of  California;  and 

WHEREAS,  funds  were  appropriated  to  the  Board  by  Item 
260  of  the  Budget  Act  of  1954  for  continuing  work  on  ground 
water  level  and  stream  flow  measurements,  a  quality  of  water 
check,  and  collection  of  crop  survey  records  in  the  Calaveras 
River  Area  on  a  matching  basis,  pending  accomplishment  of 
solution  of  the  water  problems  in  the  area;  and 

WHEREAS,  by  the  State  Tater  Resources  Act  of  1945,  as 
amended,  the  Board  is  authorized  to  make  investigations,  studies, 
surveys,  prepare  plans  and  estimates,  and  make  recommendations  to 
the  Legislature  in  regard  to  water  development  projects;  and 
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WHEREAS,  by  said  act,  the  State  f:,ngineer  is  authorized 
to  cooperate  with  any  county,  city,  State  agency  or  public 
district  on  flood  control  and  other  water  problems  and  when 
requested  by  any  thereof  may  enter  into  a  cooperative  agreement 
to  expend  money  in  behalf  of  any  thereof  to  accomplish  the 
purposes  of  said  act;  and 

WHEREAS,  the  District  desires  and  hereby  requests  the 
Board  to  enter  into  a  cooperative  agreement  for  the  making  of 
ground  water  level  and  stream  flow  measurements,  and  a  quality 
of  water  check  in  the  Calaveras  River  Area  between  October  1, 
1954,  and  September  30,  1955,  and  prepare  a  supplemental  report 
thereon: 

NOW  THEREFORE,  in  consideration  of  the  premises  and 
of  the  several  promises  to  be  faithfully  performed  by  each  as 
hereinafter  set  forth,  the  Board,  the  District,  and  the  State 
Engineer  do  hereby  mutually  agree  as  follows: 

ARTICLE  I  -  WORK  TO  BE  PERFORMED 
The  work  to  be  performed  under  this  agreement  shall 
consist  of  stream  flow  measurements  and  a  series  of  ground  water 
level  measurements  in  the  fall  of  1954  and  spring  of  1955,  a 
general  water  quality  check  of  surface  and  underground  waters 
in  the  Calaveras  River  Area,  and  the  compilation  and  preparation 
of  a  report  on  the  results  of  such  measurements,  water  quality 
check  and  crop  surveys. 
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The  Board  by  this  agreement  authorizes  and  directs 
the  State  Engineer  to  proceed  with  the  work  to  be  performed, 
and  further  authorizes  the  State  Engineer  to  contract  with  the 
District  securing  any  portion  of  the  necessary  records  and  data 
required  by  this  agreement. 

During  the  progress  of  said  investigation  and  report, 
all  maps,  plans,  information,  data  and  records  pertaining  theretc 
which  are  in  the  possession  of  any  party  hereto  shall  be  made 
fully  available  to  any  other  party  for  the  due  and  proper 
accomplishment  of  the  purposes  and  objects  hereof. 

The  work  under  this  agreement  shall  be  diligently 
prosecuted  with  the  objective  of  completion  of  the  investigation 
and  compilation  of  data  and  preparation  of  a  report  thereon  on 
or  before  September  30,  1955,  or  as  soon  thereafter  as  possible. 

ARTICLE  II  -  FUNDS: 
The  District,  upon  execution  by  it  of  this  agreement, 
shall  transmit  to  the  State  Engineer  the  sum  of  One  Thousand 
Dollars  ($1,000)  for  deposit,  subject  to  the  approval  of  the 
Director  of  Finance,  into  the  TTater  Resources  Revolving  Fund  in 
the  State  Treasury,  for  expenditures  by  the  State  Engineer  in 
performance  of  the  work  provided  for  in  this  agreement.   Also, 
upon  execution  of  this  agreement  by  the  Board,  the  Director  of 
Finance  will  be  requested  to  approve  the  transfer  of  the  sum  of 
One  Thousand  Dollars  ($1,000)  from  funds  made  available  to  the 
Board  by  Item  260  of  the  Budget  Act  of  1954,  as  augmented,  for 
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expenditure  by  the  State  Engineer  in  performance  of  the  work 
provided  for  in  this  agreement  and  the  State  Controller  will 
be  requested  to  make  such  transfer. 

If  the  Director  of  Finance,  within  thirty  (30)  days 
after  receipt  by  the  State  Engineer  of  said  One  Thousand  Dollars 
($1,000)  from  the  District,  shall  not  have  approved  the  deposit 
thereof  into  said  VJater  Resources  Revolving  Fund,  together  with 
the  transfer  of  the  sum  of  said  One  Thousand  Dollars  ($1,000) 
from  funds  made  available  to  the  Board,  for  expenditure  by  the 
State  Engineer  in  performance  of  the  work  provided  for  in  this 
agreement,  such  sum  contributed  by  the  District  shall  be  returned 
thereto  by  the  State  Engineer. 

The  Board  and  the  State  Engineer  shall  under  no 
circumstances  be  obligated  to  expend  for  or  on  account  of  the 
work  provided  for  under  this  agreement  any  amount  in  excess  of 
the  sum  of  Two  Thousand  Dollars  (:)2,000)  as  made  available  here- 
under and  when  said  sum  is  exhausted,  the  Board  and  the  State 
Engineer  may  discontinue  the  work  provided  for  in  this  agreement 
and  shall  not  be  liable  or  responsible  for  the  resumption  and 
completion  thereof. 

Upon  completion  of  and  final  payment  for  the  work 
provided  for  in  this  agreement,  the  State  Engineer  shall  furnish 
to  the  Board  and  to  the  District  a  statement  of  all  expenditures 
made  under  this  agreement.   One-half  of  the  total  amount  of  all 
said  expenditures  shall  be  deducted  from  the  sum  advanced  from 
funds  appropriated  to  said  Board,  and  one-half  of  the  total 
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amount  of  all  said  expenditures  shall  be  deducted  from  the  sum 
advanced  by  the  district  and  any  balance  which  may  remain  shall 
be  returned  to  the  board,  and  to  the  District,  in  equal  amount. 
IN  WITNESS  WHEREOF,  the  parties  hereto  have  executed 
this  agreement  to  be  effective  as  of  the  date  hereinabove  first 
written. 


Approved  as  to  Form  and 
Procedure 


STOCKTON  AND  EAST  SAN  JOAQUIN 
WATER  CONSERVATION  DISTRICT 


/s/  Irving  L.  Neumiller        By  /s/  Francis  Grupe 

Attorney  for  Stockton  and  East  Chairman,  Board  of  Directors 

San  Joaquin  Water  Conservation 

District 


Approved  as  to  Form  and 
Procedure 


STATE  WATER  RESOURCES  BOARD 


/s/  Henry  Holsinger 


Attorney  for  Division  of 
rater  Resources 


/s/  C.  A.  Griffith 

C.  A.  Griffith,  Chairman 


Approved  as  to  Form  and 
Procedure 


APPROVED: 


State  of  California 
Department  of  Public  Works 

FRANK  B.  DURKEE 
Director  of  Public  Works 


Attorney,  Department  of 
Public  Works 


S 
E 
A 
L 


By  /s/  Russell  S.  Munro 

Russell  S.  Munro 

Deputy  Director  of  Public  Works 


Director  of  Finance 
Department  of  Finance 
APPROVED 
Dec.  2,  1954 

JOHN  M.  PLIRCE,  Director 
By  Luis  J.  Heinzer 
Administrative  Adviser 


/s/  A.  T\  Edmonston 


A.  D.  Edmonston 
State  Engineer 
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